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3 y,f-/7 I 

PAL 

o 



HD-SDI 


O 


7 

A 

n 

7 

A 

t> 

3 y-fy'7 I 

NTSC 

o 



3 y,f->'7 I 

PAL 

o 



3 y#y -y I 

PAL-M 

o 



3 y#y'7 I 

SECAM 

o 



YPbPr 525/625 



O 

GBR 525/625 



O 

Y/C NTSC 

o 



Y/C PAL 

o 



Y/C PAL-M 

o 



Y/C SECAM 

o 



YPbPr/GBR 

1080/481 



o 

YPbPr/GBR 

1080/501 



o 

YPbPr/GBR 

576/50P 



o 

YPbPr/GBR 

480/60P 



o 

YPbPr/GBR 

1035/601 



o 

YPbPr/GBR 

1080/601 



o 

YPbPr/GBR 

720/50P 



o 

YPbPr/GBR 

720/60P 



o 

7*'J 7 aA/jSASSc 

2 

2 

- 

7tn7A*gft 

3 

- 

1 


O : xtiwm 






\t)7 y-f9 -i±> 3 v 

7U y h 



* AA 7 T 7 T-£ffi.A:AAAl 9 > ttSAt §(±> iftTT 
ID - P-n^WiB.*®*) , ISn-F^iv>t</i?v>„ 

Hi I -t-^-ffffiWAAAAT 3 777 y Y <Di> 

1 “o 



2 7n -7 h±S<7)fiLg'g-A^-7-7 COT 

(A AA7T7°7- ; £A?A1“&o 



3 AA 7 T 7 T ? - lA®coJmTA f± £ & i Aff 

L;iA> AT co t v 5r IS? &i> ~c @ 5eT ■£ 0 




• AA A 7°'7 3 77 n -7 hco*/N*-co£ffl!lffiDCv-;l/K 

:K0©^co|igf±, rcov- 
T K 7 7 > if- £fM® L^i/A9tLt</;Tv'„ 

• IRO (±-f LAAAA77 3 77n-y h co#A-£ffJTS 

ir-t&HUAi, 7-T K7 7 A 

ATAlSl* 5 lfILT, IiU</*?v > 0 



bixtz^ LtzWi'a, rcoA-^-i± VCClS,*gTS£-L 

^V^nTtB'S^'A <9 S to 
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« 

s 



o 

m$fR#W|£S-ei±> PARALLEL REMOTE i§5P (tfffi) © 
No.8 L°>t No.9 L°>£-> 3- h tMTLf -to 

PARALLEL REMOTE ~ a - © l£5g (C X i ) , 

PARALLEL REMOTE Sir? ©SU© L° V i I V A 

nt-^to 

♦ PARALLEL REMOTE ^ - jl- Lo^TIA HU '>XrA©l£ 
5e - SYSTEM CONFIGURATION ^ - a-J (41 ^-v) £ 

© DEGAUSS ail®) Tt?^ 

ff 1 1 CRT /P'Mfilt 2 A i 1 ^XUhtz XI IZ , 

CRTI±SS6»tcMfl8$tLi-r)o S(±> 553- 

H-hfelPS Itio ot <( /icfv> 0 


©*WBtK^>BB 

LA©AAfr§-©AY >T©PtAf£Ja£LA 0, 
^ fc § Lffi©i to 


INPUT 


mm^y 


EntjK^V : AALrd&iiTR 
Tuf^sf^LS-r cx=n— 
JifF7tfL?>© ENTER liSy 
fe^]OfflS^USA)o 


□el if\^'y : AAOrdSil^ 



©1/(1) (t=*-WE) X-Try? 

# tA ott - t- ^ - ©Hif£ A / a 9 y^l ;RiHc L 1 It 

fc § i±, 

A 0 > Jh5e — ©Bill/i (t £ A / A Y 

4KSHT LA X) , -©*?Ji*|W|0 #(TA /t / wM 

A t 53 s A # i to 

♦ -t— yLov'-riL r^-T- / in'-mmiK] 
(22 ^-v) ^AE<ASv > 0 


? I 7 ^^JbS^A^DU-OlAZT 

fT7TTff 1~9 £AA1“&t|f£-f±> -^©SCr^AA 
Li Ac 

10 ~ 99 © 2fOf T >TTff^A/jtSS^ t±, i f, 
0 4-AAL, ?AL 2tiT©li^4-AA Li to 


&3©£«i<hfi!l® 
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0 9— miRiK^y 

F7-^S^Lt iM£§OX -t- 
7 — ID No., TOP- 7° ID No. f tz f± ALL LT'J 
T- Tg^lM £ -f- 0 



© MANUAL (#B) 

#'7 7 £#1“ A CPU, 5R'7 7±®LED (ft) i s 'oi/L: >) 
(ON), Mx-AV (OFF) Ltto ON (Tt & £ , Ufficun> 
T7XK §)§&£ (IK)!), ?D7 (fecogMUt), 
7x-X (feffi) 4-, i-fo $ 

A, PHASE of *|±, 7 -xl-T^Se«^A*1--2.L#(C 

0 f± , PICTURE ADJ 7 - xl - T’T' V -tr 7 T ffi* 

K£Ui*< 



CONTRAST (H7 P7 

7H 

di- 


BRIGHT 

(Bjj32) 

■D^di- 


CHROMA 

(7D7') 

7)3:3* 


PHASE 

(7i-X) HM/tt'TMt 
7 ) 3 : 3 * 


♦ PICTURE ADJ 7- jL-i;ov'Tt±, I"® WfCDfiS - 
PICTURE ADJ 7 - a - J (30 v) & T Jg < A $ V^„ 



• SEC AM, PAL, PAL-M, Ttn 7~n 7 A— t- 7 T i tz 
(± SDI (n>A-T-> TvV 7;V7L77;Vf 7t(±n>*° 
'Jv Y PAL) 7t-77 ITIi, 7i-X£H^T*# £ 
^Lo 

• RGB«^TV±7:n-X£J;<T7n'v£f!*T;§ £■&/»<> 


O .*— n— 


UP 


MENU 


MENU : Wtt^-ZL-m 


DOWN 


ENTER 


UP/DOWN Tit'? 7 : HgETOttt 
(i^jiiRL^-r„ 


L ENTER Ttt'^v : SRLfclSgEt^ 

(iniTtt'^xap© 

Ent Ttt'^XfeU 01S?UST)o 


♦ 7=.j.-wg^#(rov»r#L< (i, r7-aL-wS#A'ffiJ (24 
^-7) trjg< £'Sv> 0 

© OPERATE (J*fE) 3 y y 

«/!FX 7 7/M ;|ASr CO £ s ( © STANDBY 7 7 7”##,) , 

l/(l)Xj’7f«¥LT«^ i&fplftl LA & £ AiT Lito 


STANDBY 7 7 7^' AM L T ® & K 1± , « 4- Kjfptft! (7 
1M L £ It T # f -£/L (rtgUT- 7 CUKURHttf^TtT 
1") 0 STANDBY 7 7 X^'AITIM i Tiof# A < tzZ M 

© STANDBY U^ixA-Y) 

7 7/M ;|Jc® cd £ § AIT Lito 
«AM 7 7/M;|L£^U^^cD(±LJ,TcD*'g-T”to 

• MAIN POWER Xj/f (Wffi) £ ON iZ L tz £ § ( L it 
0 < AM LXfrb AIT L i 1“ 0 ) 

• tt-SKSTR K t V , « £ #jfplt!S tM7 7A7 ;|tl§ (7 
W VHrAA £ § 

© OVER LOAD (tf-A'-D- K) 

CRT AM -/■?- n - K=RH (7 & & £ , L cu 7 7 7°AAIT L 
T*SLt-to 

OVER LOAD 7 7 7°AITB#i±, n 7 T 7 X T i tz l±0J) h $ 

tTH'T r*gfl3 < AM M 
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«S©£»><£Sl® 




<D =E-s>-mi R^yytmaim 

Wkn7z=-9 h'7-9fg$cLT i^tgRL, -T- 
9 — ID, AlF-flD i At± ALL Fgjgt 

$rt& k gffiV'ito 


wm ■■ mmtinrc id. 

Sfcli ALL L'Sttnt 
t„ Jgit®LS^IS^.«U 
tto 


SINGLE 

GROUP 

ALL 

O 

O 

O 


t)\ KStlt'SML, ffiStS 
tbSCTLtto 


*=. 9 -(Dmi'f&ftZty'Q o 

IfttURt tt 'y±.<D LED i s ^i/>t t) (ON). MAAi) 

(OFF) LT, T^?-«iWtfe#tftU»)gltf) ito 


1 6:9 Tttt 7 V 

16:9 

0 

El 

FT 

EXT SYNC Ttttb 

EXT SYNC 

0 

CE 

0 

BLUE ONLY 

BLUE ONLY 

0 

H 

□ 

7ttt> 

Ft OFF 

MONO 

R/G/B OFF 

Lo 1 

GOFF 

O 1 

0 

APT 

0- 

1 BOFF 

To 1 

MARKER 

MARKER Tti-py 0 

COMB 

0- 

CHAR OFF 

0- 

CHROMA 

CHROMA UP 

— 0 

COL TEMP 

0- 


UP/ttt'b 


[h] Tttt'L' 

U Tttt'l' 

H Tttt'L' 

MONOnt^V 

APTylt'^V 

COMBy-ttLS'V 

CHAR OFF 
Tttt'b 

COLOR TEMP 
Tttt 'b 


0 (T'^'-T.+ l’:/) ;!?:£:/: ON Ut& L, 3% T > 

iiito 


[E(H xVb-<) : ON Ut& t, lift tYttPAltt 

fjwu tti^M^-wittito 

• (ffjt) tf&imizmiNLT, mw&ftv 
iJ-c-to 

• HrN /tLX X n 7, Hffi't' 

St? JiJto 


H (V x-f bt) Ttt'^b : ON K-fh k , HfftStAlplU 
f£#)U 

• Mft<7*? (ffffi) tfgS&KJKJttaLT, 
txv ^Kffifijfto 

• VrNL'fBlicn^^^iiPti;, a;fxx nxHff/) 5 ' 
St? ^lito 


MONO (0S|) 7tt':S7b : ON Lt&i, 

ito OFF Ut& t, WtSl±t7°'s a y-T=i — 9'<Dii 7 — 


fijsussms txmm\zii7-ttz t± aaiLft] n^n 

ito 


MONO #9 >f± RGBffttdRBfUtifMiLitto 

APT 0 7 !'i-3 L v-) ts^'J : ONUt&tjg«:W?tt£ 
SilEtg; i -to ffijESii INPUT CONFIGURATION A 
-i-T'lgUto 

♦ ItvXf ArLWT^-AY-liEJSi&im IRtf LXtA 

SU»T7^-A-v-fflIEja?IS;J (18^-v) £m</iSv> 0 

♦ INPUT CONFIGURATION 7ij.-|;ov>tli |"[c] At A ^ 

y X ;v«i§:t - input configuration 7;a-j (36 

^-u) £ng</i £^ 0 

COMB KUSS^-fJI/*-) Ttt'^b : <LS7U^-^ 
ON/OFF Lito SDI/ 7tn yTjVf A*T/7^- 
BKM-61D (gIJS>9) SrHstLTV'SfctKatlLt-fo 
(NTSC. PAL. PAL-Mt) 

< US 7 7 >1 9 tftEfi, INPUT CONFIGURATION 9 
=.3.-<D YC SEP 9 7.a-—$5 X. If NTSC COMB FILTER 9 

to 


♦ YC SEP ^ -at.-, NTSC COMB FILTER X ia-|:ov>TI± 
Re] A*ft XTIPCO^g - INPUT CONFIGURATION pi 
-a--J (36^-U) trt<*'?V' 0 

CHAR OFF : ON Ut <?> k , v> < - jx-JrecU 

MANUAL Sf®#L, ^E=-9-<D Lito 

COL TEMP : ON Ut& tfeSE® MANUAL X -a.-tf 
St? tiito 

16:9 7tt:?b : ON Lt& t Mtt 16:9 U, 
OFF \Z-f% k 4:3 K%<0 it 

♦ M:i 9 , 77^9 HL^16:9Ull®?4U>t 
#L<I±, rMlSlS-t'LXfAj (57^- v) £ 

LJKtLSv^ 

EXT SYNC C^aSUffl) JU^b: 7fn7'3>T-),> L 
At 7 9 r ~f 9 — BKM- 68 X (glJS 1 !) £§g 3 fLTV^t# 
UtlfgLito ONUt&L, BKM-68X coAtfStti, 
SYNC JratUAt?tLTV^lB]ffifft-UlHl)i Lit (EXT 
SYNC)o OFF Ft S t, ^=- 9 - LTV'Sff R-g-iLT 
v^lBjMff-tl^HWLit (INT SYNC) o 



• INT SYNC 4- SIP L Ai§£\ 3 7i-|7 

9— t&tlRi, Y L i to RGB 
A— Y — t & L § (±, G tfrU L 

ito 

• 7 f n 7 ’ 7 >iy 7 Iff, Y/CfiHS t'JtiLA'v'Y 
I WlLt £ T: — Y — t -£> L § (±, fiftLitto 




1 




BLUE ONLY {7)l—*y\J—) iRfy : OH K-t&t. 

y v $*u it 

WFZtii-f o ?v-?^yj.-X(Dm^ VTRYYXco 
= -f-x-v ?\z\m\T-to 

= R/G/B OFF lt\^y : ON Ui“ lb t > R (^), G (fiA B 

SJU (W) cUkf-A£# -7 h Ltto 

« MARKER (V— *— ) : ON 

3 g to 

1® v-A-CSgt- KOl&gfi, INPUT 

CONFIGURATION * - j. - <D MARKER MODE 7 - jx — 
Tfs^t-fo 

♦ MARKER MODE 7—^-Ko^Ti ± Re] XtlT^ > T 
IS® - INPUT CONFIGURATION (36 ^-v) £ 

rE<7d§v> 0 


EXT SYNC #|±, v-# -^TELwfi 

I) f R - 0 

CHROMA UP Ttt'^^ : ON Kt& t 7 n?|i* 12dB T '7 

YLIto 

0 SAP 

7 s 9 'y V— K / fattl XMlScDAn -y h ^'ffic^tLT 

V't-fo 

SIJjgfXD "A^E'J-A-r^ "j 7 ” 4 -JfAL^-to 

♦ "7 A'J -TsTA V 7 " WffiLAfUcov^-CtA Hy^e'J-X 
r^-yA’ WJR ■) Fi'v'j (19 ^-v) £rjg</i£^ 0 

©option wyyay) a? 

A- h -t y h T y -f-fu - Y' (BKM-14L & A) L £ 

"to 
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©main POWER (±SjS) 

on (ci z-f 0 

SYSTEM CONFIGURATION * - - ©1££(C i 0 , 
MAIN POWER AT yA£ ON (CL A t § (C«4-A A Y 
at lAUlc-f & l 


© ti-X 

T4AH Lite 

OW]^3^D7 h 

SUtc ») © A* T r 7° A - n tttt -6 L L § £ 1-0 


♦ SYSTEM CONFIGURATION ^-^-(C^V'-Tii, |"[d] v A A 
A com 5e - SYSTEM CONFIGURATION - a. - J (41 A - 
v) *rK</i?vv 


© AC IN (AC BSA*) m? (3 tfy) 

#JS© AC nil 3 - R-C AC nil £SI% Lito 



a co-t 3. a - ic t±, #jg wns 3 — k£ rfgiii < /f $ 
v'o fficonif<3- K£l£ffl1-&J®'g-(ci±, lco-u^a-(± 

vcci wffi^tcji^L&v'iirigtti** ^ito 


© PARALLEL REMOTE h) (O- 

sub 9 tflA IHI) 

sty WF3 > L n — ;faT yf-^-filSLT-TA. 

SfT Lito u° > Kfi t u° > ^coffifgco#J r , ft 

(t(±JATcoLioO-e-1-o 



£>*£§ 

mm 

l 

AAlB-tAy >uv l £©£ (ScIIA? >«(f 
fg) 

2 

AAIB-tTy >TA2 LgS (SeftTA 
fg) 

3 

(sYNCT'^y«i«fg) 

4 

AAii-tuisuria 

(MONO 

5 

A y > T )K-i£ L At- # - <n ON/OFF 
(MARKER #9 ><Z>fS 16) 

6. 7 

*!§:£ 

8 

9 <) - 9 > y"« ON/OFF 

9 

GND 


&3©£«i<hfi!l® 
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Y) PARALLEL REMOTE A 

tto 

♦ PARALLEL REMOTE RH vX-r AOlS: 

5e - SYSTEM CONFIGURATION A- i-J (41 ^~'J) & 

r'JK/is^o 


vm 

™ PATcOi -) (CL: A </>!§:££ *x.T, Mlib<7) ON/OFF *?t 

g ON mrcteW)] : #U°> t 9 U°>£v 3 - F 

1(181 OFF 

© SERVICE Sir? (D-sub 9 bfy. Q) 

#- ExfflSfT-to #- Ltto 


© LAN (10/1 00) ( 1 OBASE-T/ 1 OOBASE-TX) 

10BASE-T/100BASE-TX <D LAN X - 7" IP (y-;lK// 
7\ SU5t 5 *9 ) T4y h7-^CiSLJto 


• Slj5BfXT>LAN/r-7";P^gS-t<5>^l±, Y T XtC A &|£ 
ft# 4- KS <" A * , *- f y-;i K/P 7°<75X — 7 " ip 4- 
LT< vm 

•o IT - 5, 3 * 7 7 - * C CDS-? (Cgs L & V v ■? < 
/i£v> 0 

gS(cov'Tl±yF#dfg^(c^oT< 

• &jRat*Kna«iii:a 

A t tflb f) t-fo «f± 10BASE-T/100BASE-TX CO®ff 
)8)JE^®iW^lf ^'KlIER - h CDTlifo *) i -iTAo 




lx 

J/UT’Jl/xi/S'JUA*) 

7i-a?xt) 

SOI 

HD SDI 

DVTtMAy p (Y/C) 

DVtK-T-VP (YPbPr) 

GBR 

575/501 

5 MHz 


5 MHz 

5 MHz 

5 MHz 

480/601 

5 MHz 


5 MHz 

5 MHz 

5 MHz 

1080/481 


25 MHz 


25 MHz 

25 MHz 

1080/501 


25 MHz 


25 MHz 

25 MHz 

576/50P 




25 MHz 

25 MHz 

480/60P 




25 MHz 

25 MHz 

1035/601 


25 MHz 


25 MHz 

25 MHz 

1080/601 


25 MHz 


25 MHz 

25 MHz 

720/50P 


25 MHz 


25 MHz 

25 MHz 

720/60P 


25 MHz 


25 MHz 

25 MHz 


ffifll : t Ali, AStAT 4, 7z<— IfiE/Aitt-fl L&V'U k S-jlSL 4To 
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u X^J—7JT4yO m ©EDSIU 

« Aft x X y X"- K / A^ tt-TxttSx n -7 h t'S 
i?jirv^to r«xn»7HS#®«S-?l±, “XA'J- 
XA^-7X” ©t7X£g»iKtfl»Tt&«#^J: *9 , V 
^'J-Xr-f'^faf TX"7°X-ALA\ gipt-fX 
co taco “xt'J-Xf-fy? 

Ait” / “x-t'J-Xf^fy^PROfit" cot"ALA 
i> zto 

sijgt^co “Xt'J-Xf'fyX” it LLF cotffi A tB LA 
LLito 

♦ “xt'j-xf'f yy” coa- xsff i-on-nt 
tftBJfLTit Jt. 


“rt'J-XT'fy / A'SMtLAi^ t § (A'-Xcot- 
7 • n— Rf ) ft V^'J-Xr-fy/ 1 
A' < 


\z-di\z 

7i'J-7j^7r <ttt? 

Vt'J-Xf-fyX', “X^'J-Xf -f 7^ PRO” > ‘A 
A'J — X At '7 X At-A,.2„> Memory Stick PRO A i A 
MemoryStickDud it V — — tt^^ttcoSigAto 
"Xt'J-XAAyX" it t£ < Afi < > L#i7ny 
L°- At X X l *) A#*C0 IC KiiX At Ttto “X A 
'J-XA f ’7 X ” *tJS®f^AA-X£t t&©iC 
tffiVA » A /fit* Ait AA < , Mftnrfg&^ffiSX At 
T co lot LAA-Xco^L tioffiv^AAilito 
“X A'J -XAl -7 X” tit gi^tiXco&fAt t©ta 
tiXco “XA'J-XAf yXAif 

Oil 

“X A'J -XA -f -7 X” tit ffliOSCraT® 6#St' 

it it» 


A tmrc 


“XAU-XA T'XX" If AP 



• “X A'J -X At -7 X Aif / ‘Xt'J-XAlyX 
PRO Ait" £«AtB t §ft XA'J-XAt'7X 
AitAXfX-Aoitt ictcoi f JfALA < A§v> 0 

• ffllo] S pfcSILA^'L^) t > “X A ') — X A t '7 X ” JfAP 
t'®Mt & P 1 f't t)it» 

• “ X A 'J — X A t 7 X ” }fAPAt± “XA'J-XA-f '7 

X” LWco&co£AtiAv^A< A'$© 0 t A 

1 ito 


ffiDUUb'fc 



“xtu-XT-oxr 

IHtflffillSfT (vy y X A— 1 ) tf&S? A A- X LlXI-co , 
*L^&A-X£f2§l'e£& “X A'J-XAl y X” A to 

“Xf U-Xj'i' 7 f?” RtHiUcr— fS'lzsifl 

a*S) 

ItititffillK* (vXyXX'-H ASRL, BSA-X 
KSliCjrtSLA “ X A 'J — X A t *7 X ” At o 
“XA'J-XAA7X' JtElSpt pvAAX A- f “XA 
'J-XA-f 7X”J ttlSiSpt tit [~“XA'J-XAt -7 
X” PROJ tf)Eign n nArfsMV'A*?itf to :) 

1) AOTwMlBignpPi3ll^i!if'p4-ffiiiEA* ! lw-ei±*t) 4A^„ (— fliffi 
fflT-§ *V>MlS®B n ni s * *) iA) 

ttStt Pco “XA'J-XA-f *7 X " coSJSA- XfeliP 

iV'yO’f— h “XiU- XA-t '7X” 

IHtflffillKfT (vyyXX-H 4- SR LA “XA'J- 
XA -f 7 X” tto 

AS A f ± rffiffl v Ac A H i t A o 

“XfU-XT-rx^- ROM” 

tLALiAA-Xt'Ei^tAV^ HAttSL^fflco “X 
A'J-XAtvX" Ato A-XcoEfitMAi±A§; it 
A 0 

(X=EU- Izl7i7 

itSUttftOXA'J- (128MB) £SRLAV>& “XA 
'J-XA-fyX” Ato 

AffSfficoX A') -A LX iX-f yfia A KtiAtSL 
At'ffifflicASX A') -£)I}RA§; it #X A'J -£|sj 
B# A > i AJSfc A P'ffijmc A £ P t (± A # i -t A 0 


&S©£«i<hfi!i® 
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“jxtu —7Jt4vO PRO” 

yp PRO” 

(vy'7^-K PPSfcLA V 
■t 0 -XA -f y X” -c-to 


“XtU / 7fJ— X j-t^ PRO 

Aj-P-PYXcd “7^t 'J -^f 4 y X” -e-p 0 

• PSAii, Vt'J-Xt'f 'f ’7 X 

PRO” > “X-t'j-X 

AT -7 X PRO fif JpTT'fSPIvp’/'itti'Po rtr/fL, 

P3H#£fcM> LTV^v>/tfc, PH 
PSP i~2>f r — X Ii7y y X X'- h ^ P 
cDpfiULi±& 0 PPP 0 

• PHP'fi, 4GB St? <75 ‘«'J-XtP 7/ PfJftP- 

HELT^f -p 0 rtrrtfU •p'ATco “7A'J -XA T y 
X” twC(±S) P PP:,a 0 

x-tS'CDI^iA^ / f^iA^Zt:- HCOlxr 

ioTli, A-X«MP&^/#§&P*PII& Hto 


-?'J"j£> J f— hiili? 

vy-y^-Mi, ifftfS £ 'Rill - & 

swcoim-e-to 

icoi^r 



7i'J-77^^7ir / “XfJ-X 
7Y7^PR0 7ir (COUTT 



• tlockj izi m 

£&VB% < 

• HTWlt'n. A — X /P®tS§ ftS A t /P& P £ to 

— eJlPjYP P ■> Hr ^ liA P (L ^ -E 'J “ X 7 "47/' ■P 

KPtHLAP, PHwliMort;^ 

- X P XcDfPffp-gnt LA 
#£■ 

• PPO&A-XfP A'yX7y^tot|)< App-p-p 
■pJ6 Ltto 

rtf$v> 0 

• 7^op£Ii i !& t §G±pp^<AX^;PlftP#ttS[n;Ii l !oT < 
rtf$v> 0 (±Ptti£ &i>P ? lcr^S< rtf$v> 0 

• WPSiPP^i^fP #*W|XiftX-XL:AftT< rtf 

£ V 5 o 

• SB^gPKl±#^^JS*ifT?jttfL5:v»-c< rtf$v\, 

• 5£vMff^£4xrt:P, ffilfrtrp, 

rt!£v> o 

• 35PBLAP, 5fcifiLAPL 4^t<^5K 

• p.lCifotb§&V'>'e< rt!$V> 0 

• jsltw p ? < rtf £V> 0 

— iBjimL A -3 P PS A I ti. PLaST) it3j VPJlBff 

- 

- &t§Br 

• Wkn “X t'J -Xr-f y X” mt^'T*<rt;?A 
fl#?APMi»)gHP A&tf^pLib P PIa 

• jELv'jfA^fni* rmg©-5x.rteffl< 
rtf$v>„ Hiiort;rffiMi±«S 0 ®«ojgHi:*») il- 

WCrffiS< rti$V' 0 

• Vt'J-Xf'fy^fit” / “^t'J-Xr-fy? 
PRO fit” (±, P£ i^iopftfD^pCD/g < t A X L HP 
£i^P ■? L LT < rtfpv^ 0 tftoTfc*&trStfid** P t 

to 

• «t®X£7r4^S (±> P^'J-Xr-f y/’ lft 

£>AP lOOOflf A"TAPo 1000fflP®x.&7 7 P;P£ftj£ 
L/Pif'g-ti ["TOO MANY FILES J fit 

t<DX% FILE MENAGEMENT DELETE 7 

:=.i-tvFig&7 7 T ;l/£®Ji:LT < rtf$V> 0 

• FILE MANAGEMENT 7 - a. - , DELETE ^ii-(:ov>t 
l± BE v 7 A A A*- 7 CDjtfP - FILE MANAGEMENT 7 
-3.-J (50^-7) PrjICA'Sv^ 



PHA&P & 7 7 Y ;p%ftcoftpScf± 20 ftp: f xxto 

^ ft 55 s 20 7 7 T ;K±«X-(±S^P tit -it 

kj 7) Tr L ^ A P v ^ 0 


20 





4:3-7x^©axDfiri* mm 


Hffico 7A-AA biti 16 : 9^0 4 : 3 (C® 1 )&z_tzt 
f±, #JS<7)4 : 3 vA?lc£i&LT< 

4 : 3 

1 16 : 9 "7 A A %l±-f-fo 



© "7 A A ©TBMfr* (ife&tf o 
© -7A A<75±3^£#f-y i 



16 : 9 VX^ICMTICIS 

r4 : 3 VAActj^MW^AJ t n 4 : 3"7A A£ 

lift, 16 : 9 VA A £®.<9#&t4©o 





• A -« MAIN POWER AT yf-£:t7ULT®|%L 

T < o 

• 10BASE-T/100BASE-TX (7) LAN 7 - A> (y-)lK^4 
7\ SIJ5S t9 ) T*? YV-jrKfflStLi-to 

• glj^<9 <75LAN4r-7LP*g^1-^^(±, y-fX|:J:SK 

KA T 7° co A -7" A £{£1(1 

LT< /i£v> 0 

• -t-A-i: BKM-15R 32 £(BKM-15R (±ft±4 

c?) 

• ny ln-7- (n > 1 n-jVtS^-^-^BKM-M) 
i±+J-7'T - "j 1 4-li.TL-^-tn > 1 u — )Vth A t 
l±-e§ i-tLA 0 

• SO TC*! COAT yAAA'VAT'fi, A P U- P / A n AA-7" 
ACOgfiSIRffifb (AUTO MDI/MDI-X) 

• BKM-15R £®|% L £ t # f± BKM-15R <75 NETWORK A 
T y A ALAN CU</:?V' 0 


4 : 3 xxcxDmottii / mm 
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t— / tm-yomR 

h t § (A ^E- 

^ — ID No. t *(±^;l/-yiD No. 'J-t- f-g 

Sort'S fto 

ID No. ID No. ICOIVC 

«f±, LAN (10/100) SirBcgf^ titzX- 9 - £li8c£ 
JfefF-C*#£1-o #^-?-IDNo„ /OF-AID 


No. CioA Afi-t-i/- /OR-A/itt 

5rSfP't?§ 4to 

^~9-*mkWirn.-fZ>t #f±, NETWORK A^i-TU 
ID No. ^iURJOV-ANo. tLTl- 
99 a t^-e# ito 

•=E-*- ID No. ID No. £A*LT, iff £<75^6- 

?-£ tzltX-9- 7 t # (±> 

- ? -jg#?>K* U SrffiiA i to 

♦ NETWORK ^ — j- — (;-s>V'Tti, RE /XfAOiS - 
SYSTEM CONFIGURATION (41 v) £ rjg < 

/fSV^o 


=E - -®RtK^ V i: 5 V Zt\Z our 



n’yS^ 

Hfi 

o mm 

1IK$ ittz^-9- ID No., 9>y-XlT) No.> 4 
7t f± ALL &m2ti& o g$E*8T ii £ o 

0 7 >7" 

SINGLE/GROUP/ ALL TW > « o U . If L A T' 

3? ynyy-fiK ID No. £!gSTti,£.isl U H5 e 

© SScHT'? > 

ID No. *XlT tho 

© Ent TA > 

mun mzmfetio 

© Del #9 y 

ID No. 

© ALL TA > 

F^rSiR't' &0 

O GROUP TW > 

lAMtSo 

WLm>f&tmmztn:\,'2>&r<o*=-9~fc9' 
;p-7"id No. SrAAT&o 

© SINGLE #9 'y 

-> > ^ A* T ' - K Sr iRRt a o 

If LWt2>tjgffi2tiT\*'Z>&T<7)*-9~i: ; e 

-9- ID No. imtz o 

© MENU #9 'y 

^TUIfTt^ltrWtt^USSo 

© up #9 y 

ID No. £±lf3o 

© DOWN ^9 y 

ID No. fcTlf&o 

© ENTER T? > 

Scroll 


INPUT 



© s 


CHROMA MANUAL 



PHASE MANUAL 



UP MENU 



O MENU 

©UP/DOWN 7tt'^> 

©ENTER Ttt/S'V 
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T— 5 7 — / yjb—ycD'MiR 


U=E- hM9Kf^a)¥NI 

2 -^*-1 &r fc -ro No. £i£5eL, * 
SSKJStT, AUP-tlD No. £t££t&o 

3 SINGLE t7 L , GROUP tA V i t i± ALL f 7 L £ffl 
LrSSt- K£«t£o 

fl Lttt y(Dy yfiflMML, 

LMTLito 

4 UP/DOWN 

glS^e- KcofcgGi^-7-IDNo., AUP-fgft 
-t- Rcot giiAUV-fID No. £II}Rt&o 



SB 

« 

a 

m 



fe/nnHf 

JAPAN 

D93 

OTHER AREA 

D65 


1 «coU?I4-Aa^o 


BVM-A14F5MGD2* 

©feTiS'ffiWC&S t § (±, .D{£vu;&&±ifi«coiI|R£ 
fitT< t£w 0 

CHI ~ 30 cofefijtto #itWStfg5e£ 
t A ft \z %J m Wife $ ii i t a 


7 - ID No., TOP- 7° ID No. co*Affi(± 99 tto 


SELECT SETTING Hi to 


5 ENTER© itfiEnt© t'7L£# LTftgt^o 

StS[LC7^ 7 - ID No., TOP- 7° ID No. £ A f± ALL 

t'(Kt $ t i to 

Et£L*S) t (±, t® 3 ~ 5 coftftU J: 
<9, 'J-T- hglS^TWito 


• #J^tttLtLi:w&W^-7-IDNo., TDP-tIDNo. 

£3^uti§^, t£i±tfcf»f, siMwgMssR®* 

Its Li to 

• n U45 - 7 - ID No. t'ttSc* h i §si?\± IP 7 R LA £71' $ 

wf £oI}R£ flito 

• ^&&-T-7- ID No. £|&SLTk, IR|— co IP 7 R LA 
£l£SLTW&i, gfrf&LL^ii-tLAo 

• t 7 F y-^gSCi^'JT- F n L F n-;p£fiw U 
(±, SYSTEM CONFIGURATION 7 - ^ - <0 
NETWORK 7 - a - , NETWORK SETTINGS 7 - i - 
7 MONITOR ID, GROUP ID f IP 7 FLA £UE L < Wi 
fe£tlX^2>‘&^tf$>*) ito it, CONTROLLER 7 
- i - co NETWORK SETTINGS 7-a-tIP7KLA 

**iEL < SiftS?#* <9 ito 


SELECT SETTING 


■ JAPAN 

COLOR TEMP: D93 


OTHER AREA 

COLOR TEMP: 065 


2 7 — j. — ftftt'7 7 LT (24 

-t&Mffi&Wtfe-f&o 


♦ NETWORK 7 - j. - , NETWORK SETTINGS 7 - a. - U 
■ovwii, r [D] LA7A<Ol£t - SYSTEM 
CONFIGURATION 7 — J (41^-v) £m< 

♦ NETWORK SETTINGS 7- a- K'D V'Tfi, HE 3 > F 
a - 9 - <DWtfe - CONTROLLER 7 - s. - J (54 v) 
£7It< tSv> 0 


tlS^cDSR 
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m 

ru 

« 

y 

n 

u 

l 






INPUT 



□ □ □ 


CONTRAST MANUAL 

© 0 

BRIGHT MANUAL 

© 0 

CHROMA MANUAL 

Q 0 

PHASE MANUAL 



TgtHA j — xvWiB &7FL£'fo 



Slfi 

O > 

«t£A*t£o 

0 Ent g 9 'y 

MM LtASB • l£gMg-f£o 

0 Del g? > 

a* 

O PHASE dJJ 

B#ttAlnlUIIlAfc, * — v;vi±(cfii^ 

-To Kgg- FAii, H8-lSg«£±tt 
& (UPg^>fc|B|gtl)o 

* — v A^rTUfi^ 

-To l£gg-FAii, H8-iag<t£Ttt 

& (DOWN g :? > i: |H]1S#b) o 

0 MENU g? > 

a— MSf^rS^g-So 1 -omfropgSw 
^ — a— jijjifUR'S (j* t > — a — mnin 
Art, ItIIi:g5) 0 

0 UP g* > 

ixg^E— FAtt, 

fSS-iggffi^Aif-So 

0 DOWN g? y 

*-VAS-TUfii^g=. IgE-KT-li, 

i!«-l2g«£Trt&o 

O ENTER g? > 

SKUAaa-igg^iig't^o 
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X— =l— X— j.— 

menu u WLfe^m^'tx^t-to 


MENU 


■ PICTURE AOJ . . . 


COLOR TEMP ADJ. . . 

INPUT CONFIGURATION. . . 
SYSTEM CONFIGURATION... 
INSTALLATION SETTINGS.. 
FILE MANAGEMENT. . . 
STATUS. . . 

CONTROLLER. . . 


KEY PROTECT 

OFF 


=-a--n% i 


♦ ^ - J.-<75rt^U-3V^TI± 

filigj (28 ^-v) 4-rSK7t*?v> 0 



iSS-e 

t-^ 0 


1 MENU 

^ -Y > * — j- — 


2 UP i*!±D0WN>J?^y^ff1-^\ PHASE Of *4- HI 
LT, WSE^KS^ffV'^vMnjL-aitcA-y^/ 
($1 : DOWN > £ fl It INPUT 

CONFIGURATION... ) D 


MENU 

PICTURE ADJ . . . 

COLOR TEMP ADJ. . . 

INPUT CONFIGURATION. . . 

SYSTEM CONFIGURATION... 
INSTALLATION SETTINGS... 

FILE MANAGEMENT. . . 

STATUS. . . 

CONTROLLER. . . 

KEY PROTECT OFF 

V 


tt-V)b 


a» 

uUi 

ru 

« 

y 

n 

u 

l 


^-iL-ii^icour 

S’fj'ttTVi ~$~ 0 ^ ll a-— ^ 

=.3.-(DfrM (* 4 *-*.-) £ 

^tTH7 7^7 hfc, 

§tiTv^fi - 0 ico#-§-|±nng(CI±S^$tL^-tI:Ao 

M : [A22i~l 

PICTURE ADJ y~ZL-©'F'U£?)UA^73T^o 

m 1 P t a c Jlffl2||gfflyz:a-'U®?)UA^'r„ 

§§ 2 PHH© 2 S@©A“a— TrE?)tIA ; £(R'3"o 

A221 — ^ 3 PHH© 1 iSffl^=2-r*®5i:tSito 


3 ENTER > i 7t 1± Ent # ^ > £ # to 


SA/i^ LLj.-coS 1 


INPUT CONFIGURATION EE 

CHOI 

■ FORMAT. - - 

SDI HD/DI AUTO 

SLOT NO 

OPTION1 

INPUT NO 

DIGITAL! 

SCREEN ASPECT 

16:9 

SCAN SIZE 

NORMAL 

SYNC MODE 

— 

COLOR TEMP 

D93 

PICTURE PRESET 
MATRIX. . . 

PRESET 1 



* La- i~o 
^(Dfzfc, ^ ~LL-#-§-©ig#i±, 

(D* - i-S#)6Tt£/;{)»T1±l) i-HrAo 


y=iTL-©jgfF©>£ 
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4 3MS2 t 3 fcl±*I*Lfcv>Pt/io 


&^-v£tlt< £$V\, 


ru 

« 

y 

n 

u 

l 


INPUT CONF I GURAT I ON !j|j 

CHOI 


APERTURE 

OFF 

UALUE 

000 

YC SEP 

— 

- 

NTSC COMB FILTER 

— 

- 

MARKER DISPLAY 

I0FFJ- 

MODE. . . 



H PHASE 

000 

CHANNEL NAME. . . 


Si 

COPY 1 ROM. . . 




rjj ii ;^— v 

't>\ rtj liiu 
y&'SS 

UA®T(to 


}gg£©SJRKt 

-SS;3'i„ 

.T2>o 

cT5l<: 1 o“F© 
■pgji©y— n— 


LiMtoSo 


MENU tt >£# Itto 1 ofroPSS**^$fLt-fo 
f^Tt©i£tts«f±t©4MiuiifA T-?<omfr mt ■ 
* § &* * if l±a«l»7 Lite 

*=a-H!fWlC “NG” Sfctt “ERROR” ©glut 

tfUifctStt 

MENU tt >£#t i> Sftt©^ — a-IffiCgt) i 
■to 


3 ENTER (Ent) tt > £#t o 


H3£U^h*'SaK^5 

1 UP/DOWN Tt > £ # t 1, i t (± PHASE 

LTtg'J X h®SKL;itvv®g£#-V/I/*^fe-£ 

•?> o 


PARALLEL REMOTE (2/2) Ml 

1 PIN 

■BLUE ONLY 
R OFF 
G OFF 
B OFF 
CHROMA UP 

MARKER 
TALLY 
DEGAUSS 
POWER OFF 


2 ENTER (Ent) tt > £#to 

SAtil££tlfe6£:iU jKDmR<DJ-x--fcM*) t 

to 

mmx ji?z> 


fflWOKertSft'5 1 

iS^t-Kicur* saw-s 

1 UP/DOWN tt > i fl ttf\ i t f± PHASE o £ & 4- 0 
LTl££Lt©SgU#-V/P££-t-tt ENTER 
(Ent) tt >4-ffto 

St7tSgtlffettU^t ^ , f3j£^e- RU& *) i 

to 


INPUT CONFIGURATION M 

CHOI 

■FORMAT. . . 

SDI HD/DI AUTO 

SLOT NO 

OPT I ONI 

INPUT NO 

DIGITAL! 

SCREEN ASPECT 

16:9 

SCAN SIZE 

NORMAL 

SYNC MODE 

— 

COLOR TEMP 

D93 

PICTURE PRESET 
MATRIX. . . 

PRESET! 


2 UP/DOWN tt > £#tt, i t f± PHASE o £ A. 4- ID 
LTi£££-® <9i&x.So 


1 UP/DOWN tt > £fltt> i ti± PHASE o t A- 
LT|££Lt©:Sg(C#-V/P£^;b-tt ENTER 
(Ent) tt >^#to 

^ RU& f) S 

to 


MARKER MODE (1/3) 

HE 

CH0! 

ASPECT MODE 

16:9 

ASPECT 

— 

IH POSITION 

000 

MARKER BRIGHT 

90 I RE 

ASPECT MARKER 

OFF 

LINE 

— 

COLOR 

— 

ASPECT BLANKING 

OFF 

MODE 



2 ?A©©t'tt©#?£ttifi£l£St&o 

• lit t — "CSSC'fit 4- it® At L > ENTER (Ent) tt > 
£flto 

• UP/DOWN tt LTfiffi^S^o 

• PHASE of A^ILTM5 :I^o 
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3 ENTER (Ent)*'?>£#1- 0 


4 ENTER (Ent) to 




$ fit -to 


1 l££liffi£*^U UP/DOWN ffc 

(± PHASE of,&£0L-C#-V;l/£ NEW NAME IZ 

'nfc>-fr&o 


CHANNEL NAME 

CHOI 

PROG 

EDIT 

CAM 

UTR 

PREU 

INELU NAME 


2 ENTER (Ent) to 

r?J /iPHtU ~X^X 

RU& Vi-fo 


m 

util 

ro 

« 

y 
ii 
M 

I 

1 o±oKSWj'-a.“tcM 

19 i-To 

A*jOfcXM«IET3(Ctt 

SWt>R'? [?] cd£R 


CHANNEL NAME 

CHOI 

PROG 

EDIT 

CAM 

UTR 

PREU 

■NEW NAME 

C? 


5 3MB 3 t 4*mt)Mlrm<Dl:¥ZAtlLfzb, 

ENTER (Ent) Y 


CHANNEL NAME 

CHOI 

PROG 

EDIT 

CAM 

UTR 

PREU 

■NEW NAME 


3 UP/DOWN A ' 9 PHASE Of A £ SILT, 

TJjLto'ttiMVi-t,, 


UP PHASE of A4-B#ltA|o]UlH]1- 

t, J^TwM-tri^ioftPSa-^^JlAf -to 

A B Y Z 0 1 8 9 (,) : I . - 

+ / & (Z'V-Z) ? 

DOWN F? PHASE of 

KB-Tt, M<DMlZMtl£'to 

ij&% >9 t-to 

r(A^-A)J (±l^gU(±'f£ffl-c-^f-tfAo 


^-n.-(Dmi / F7j)S 
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n— 

t - a - sjk® 

# t ^ - cop® (± % c <nfc<n&* - i -mm £ r* < 


*'(yx-n.- 

m i ji 

rtfs 

PICTURE ADJ 0 


IHiifiM - i-T'-fo (30 v) 


PRESET VALUE 

-by F A'-Z£*lJKL4-To (30^-v) 


AUTO 0] 

^□ 7 / 7 x-x/ 7 h ( 31 ^-v) 


MANUAL ADJUST 02] 

7x-X/ 7D7/Z7J HX/37I7Z Iffl7''J-b7 F A— Y £ 
MANUAL iBgoi£.-Ci£®L 4 -fo (31 ^-v) 


COPY FROM [0] 

#<Dliftff67 B 'l-Ir'7 Ff^'-Y^nU-Li-To (32^-v) 

COLOR TEMP ADJ 0 


(32 v) 


PRESET VALUE 

(33 


MANUAL m 

feStfc MANUAL o 4 ATrlSye. L 4'To (33 v) 


AUTO EH 

fefi*Srgi!)li«t:-l:£L4'to (34 ^-v) 


COPY FROM ED 

ffico fefiS-r*- Y £ 3 t° - L 4 -To (35 v ) 


RESTORE FACTORY DATA M 

fefiK'T-* (35 ^ — v) 


ANALYZE EH 

fe®, *¥*£«£ L 4 tu (35^-v) 

INPUT 


•S^rSA— Z ^rlxSet - & Y — ju — 4:"t 0 (36 v) 

CONFIGURATION \c\ 

CHxx 

asm LtvAft'/l $ ti$ to (37 U') 


FORMAT [CH 

m-srcommzmiKiii-o (38^-v) 


SLOT NO 

X n >7 F ^ ISJR L 4 i“o (37^— v) 


INPUT NO 

L 4 ’To (37^— V) 


SCREEN ASPECT 

HIlliWTX^Z F l , l£L4to (37 v) 


SCAN SIZE 

JX^lgt4to (37^-v) 


SYNC MODE 

IAlRHS‘‘^' : Sr^SeL4'4o (37^— v) 


COLOR TEMP 

feSffi4-IiJRL4i-o (37 


PICTURE PRESET 

HftfJS'/'J-by F^SJRL4-4o (38 ^-v) 


MATRIX EH 

*fyXrA©7F'J7XJt£L4t= (39^-v) 


APERTURE 

T^“-Av-#IEIr't^^i:'7^?rl:eL4-t-o (38^-v) 


VALUE 

T^-Av-WjEiSrAtJl^-to (38^-v) 


YC SEP 

Y/C 54^1X4 AY -^SJRL4Ao (38 ^-v) 


NTSC COMB FILTER 

NTSC COMB 7'f;l7©» !£>£ L 4 tu (38 ^ - v ) 


MARKER DISPLAY 

v-# — 7t£lx£L4 Ao (38 ^-v) 


MODE EH 

7-*-»7X^7 FV-fe-Zi'J 7, 4-77J F )l4t i S J lSL4 
to (39 ^-v) 


H PHASE 

Hffi<D7k¥AlcD»ttg£ifSL41“o (38^-A) 


CHANNEL NAME E3 

A v YtA^^Jttt4Ao (41 ^-v) 


COPY FROM EH 

ftiKD A v V t At’- 7 4-7t’-L4to (41 V) 
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^=^-0Pgji#Ke 






fg 1 n 

rtfs 

SYSTEM 

CONFIGURATION [d] 


U-T- F^Y Fn-A/gfg^t y F 7-t * tDXrA KMt*tS:®£ 
-fZ, A — j- — T?to (41^— V) 


NETWORK [m] 

F? F7-^UJ:^';-t-FnYFn - LSto (42 


PARALLEL REMOTE HI 

a7wwjt-I3> ( 43 ^-v) 


POWER HU 

1/(1) XT v^-ZXtifzt 
(43 ^-v) 


BLANKING SETTINGS [D4] 

7" 7 Y A Lite (43^— v) 


ON SCREEN SET HU 

"to (43^-y) 


password hu 

/■?X7- F'O^Ht#!Ht£l§:®Lt -to (44 ^-v) 


MAINTENANCE [dt] 

7 T Yf-TYXJUcDT — i— £ifetL4to (44^ — v) 

INSTALLATION 

SETTINGS E 


7/f/ YX, Hft»t:t'&&fc'rol£iiifiE£t&tto<7)7 
"to (45 ^ — v) 


LANDING ADJUST HU 

i •?; tf— A 7/fI (46^- 

v) 


ALIGNMENT HI 

HHi»JVEttTX'tiflEL4to (46 ^-v) 


DIGITAL UNIFORMITY ADJ HU 

CRT »fetf G£ifSLtto (47^-v) 

FILE MANAGEMENT 

E 


yArAf-?©§#, /-i-T'to 

(50 ^-v) 


SAVE TO ED 

t— ^ L4to (50^— v) 


COPY FROM HU 

Ltto (50^-v) 


DELETE HI] 

7rT;v^'|lJPtL4to (51 ^-v) 


DATA MAINTENANCE HU 

->Xf J /ft//Lito (51^7 — V) 

STATUS m 


JSftWlSUet, ffifflLTi'&t-Y YT7l/£fc\ 

(52 ^-v) 


CH STATUS H U 

ffiffl LTV'Sf V YT'M:|St&1f#t'St £ t-tto (53 ^-v) 


SLOT STATUS HU 

tYya/xn'Mff 1~3 (OPTION1 ~ 3) 

■>h> £ It 4 to (53 v) 


MODEL NAME 

-TfOVt/tfetS Lit to (53^ — v) 


SERIAL NO 

v 0 T $ tLt to (53 ^ - v) 


SOFTWARE VERSION 

7 7 I^xTOA-yg Y# jt® £ Lit to (53 ^-v) 


OPERATION TIME 

fifWK (l$M) #S®$ttto (53 


CRT TURN ON TIME 

CRTffifflB^K (R#M) #'g^$ti4to (53 ^ — v) 


IP ADDR 

- 7-»IP 7 KLX#^tSlt4to (53^-v) 


CONTROLLER STATUS HI] 

7/ID-7- (77 In-HTV'St-)'-) UMt&lfflUX'St 

$ tit to (53 

CONTROLLER [h] 


7z=-9-uy F u-)va.-y F BKM-15R *8*ELfc#£\ n Y F n- 
7-©T7 F V-tcom&Zlf 7 ^-1-T’to (54^-v) 


MONITOR ID DISPLAY HI 

(54 ^-v) 


NETWORK SETTINGS HI 

NETWORK SETTINGS 7 - j- - Lit (54 '7- v) 


NETWORK SW 

NETWORK XT 7 Lit (54 v) 


SNMP SETTINGS HI 

CONTACT, NAME, LOCATION, TRAP tlx® Lite (55 ^-v) 

KEY PROTECT □ 

^ - 7-CDtt Y£«j|b£tt;t, $t&l>t£IS:®t&7^.x-t 
to (55 — 
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- PICTURE ADJ 

*=. 3 .- 



® 7 CUT/ 7I-X/7 F 'J 7 7<75g#jHfE£ ; b'-3 7 , 7 19, 3 

ro 

H >l-7XF/77^ H7/^n7/7x-x^iy>C 
y J6IHSLT, #Il-3i <AU7°'JJr -7 Ftt^lSg-t*/^ 

M oB«**Ew^-a.“-r?1- 0 

M 

I 

• HBrS^U-tzy hj-^^s (PRESET 
VALUED ~3-) 

• 2m-7/ 7 i-X/ T MJ *x*sniB6-r« (AUTO... 

X — 3— ) 

TFdUAXJ CD # 7 ~/T- 

c t A s t? § s l“ 0 

• 7i-X/^n7/?5-< S^AhCD^UIru/ 

hx— MANUAL OJ^TIIT?) (MANUAL 
ADJUST*- 3—) 

• ^^-^□tr-Ta (COPY FROM... *“3—) 

-t3 7-|*|<DftllcD'r-7, * -6 

'J-Xf ^ 7?” ©f — 37 £3 L°— -e# ito 


PICTURE ADJ ^3i-CDPiHSii 


gg 1 J1 

S2I 

H 3 H 

PRESET VALUE 



AUTO... [AT] 

AUTO ADJUST [aTT] 



MATRIX VALUE 



MATRIX RESET 



COLOR BAR 


MANUAL ADJUST 

lA2l 



COPY FROM... [A3] 

PRESET VALUE... [MO 



OTHER MONITOR... 

[A32l 

OTHER MONITOR 

IA321 1 


MEMORY STICK... 

MEMORY STICK 


[A33l 

IA331 1 


Ji(T U> 7 3 jx — IH§-)i]Kl-ffiE!c 7 — a- — £tftHj§ Ltto 

* — a— 

• T|s:*7;i±#7 -i-tcfftt/jlf-f- (#!l : All) l±, HffiU 
(ifSTF^^T-ilLAo 


♦ PL< (± r^-i-S-t^-xv^Tj (25^-v) 

V'<j 


• ["■=>) f±, 

"To r^>J ■£■ bS L T ^ C. ’CiSSfefT^TnT" 
lito 

0 PICTURE ADJ*“3- 
PRESET VALUE : INPUT CONFIGURATION 7 

- ■3--T r 'l£SL''ti'*lIffaiE7° l J Tr -7 F f , -7Xi s S 
SSiiJto fmE-tSlIffSlEA'J Tr -7 Fx-7£S 
M“T •5>^la’(± PRESETU PRESET2> PRESET3> 
PRESET4, PRESET5 ^fjjliRL.i'to 


MriiKAU-tzx hy-*«SMUfc»S 

MENU A7 >£# LT7 
T > 7 — ji — UJg* i S > $ccD|£]lL?®jS?.7 7-t- v /) 5 ' 
i“ 0 

CHANGE INPUT CONFIG? 

PRESET VALUE 

PRESETX — PRESETX 

-tr y It - ’— 7) — *■ Tr 7 If'- 7) 

OK : 7°'J -t'7 I X- 7 Sr^Hf £i± ENTER 
(Ent) A 7 >£# Lii~o 

INPUT CONFIGURATION 7 - a. - Tr't&g LTV'* 
7°'J Tr -y F A- 7^M®tcD7 P ') Tr -7 F x- 7 Ufl§ 

CANCEL: 7°'JTr-7 lf-^S5L4v^li 
MENU A7 L> 7T>73j.-(:gl}Jto 
7 ° ') Tr -y F x- 7 <75H*fi(±a *9 f -T^\ INPUT 
CONFIGURATION 7 -i-fSLTi'S 7°'J Tr -y 
F T— 7 (ifiS#}&x. Gtif TL A 0 

♦ INPUT CONFIGURATION 7;a-|:-3i>Tli, Re] A* 
ft7T)V®i£ - INPUT CONFIGURATION T7i-J 
(36^—7) £ CJ! <( f; £ V'<, 

AUTO... : 7 nv/ 7 i-X/vF 'J 7 7 £ giteMI L 

ilu -=>[aT] 

MANUAL ADJUST : 7i-X / 7 n v / 7 " 5 Y FT- 7 
/ 3 > F 77 F<75HffaiE7°'J Tr-7 F A— 7 £ 
MANUAL AtlSLJto =>[^] 

COPY FROM... : 1tiiC)!IffafE7° l J Tr -7 F T— 7 4-3 

U°- L4to ■=>fA3l 
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[a] SHS03HI - PICTURE ADJ 77n- 



[Ail AUTO... 773 — 

^7/ 7x-X/7 h <J 77©g®jflfS ; HTV'£-to 

7nv, 7i-XoT'J't7 Fr--^l±f7t;K'f (I 

: 1000) UKO ito 

AUTO ADJUST: §SW!*ES:IBJ6Lt "to =>[aTT1 
MATRIX VALUE : INPUT CONFIGURATION 7 
- j- - trIS:® LTi/'^v F 0 7 7 7 s - 7 £ ft £ 

' to iltiv F 'J 7 7-r-7£EH1“£tlr£-t± 
ITU601, SMPTE 240M, ITU709, USER 1 ~ 5 
SIKLtXo 

ITU601, SMPTE 240M, ITU709 tiTV^ 

*§£-(±0X601*, SMPTE 240M*, ITU709*tS^ 

o 

V MJ^XX-^gHUrdi£ 

MENU 4/7 >£# LV7 
7 7 $C©ESl5tt!?,7 -7 -fc — v/F 

Stf£;Ii£1“o 

CHANGE INPUT CONFIG? 

MATRIX VALUE (1080/720) 

^Mlttf^ F ') 7 7 -r - 7 — ► I 'J 7 7 t ? 7 

MATRIX VALUE (1035) 

EHSiLn F ') 7 X t ? - 7 — ► F ') 7 X -r- 7 

MATRIX VALUE (480/576) 

EjOfr^ F V 7 X t ? 7 — ► F V 7 7. -r- 7 

OK : -r F 0 7*T J -7£^jg-t£i§'g-!± ENTER 
(Ent) 4/7 7 £# Lite 

INPUT CONFIGURATION 7 -i - X1 £)e. L V v> & 
vF'J/7f“7 F 0 7 7 -r - 7 Ufi § 

^x.bivt-fo 

CANCEL : v F L£v>#£-|± 

MENU4/7>£#L, 7/>7-j.-Cll)tto 
-7 F 0 7 7 r- 9 <75ff36ttf±$| 0 £ f/iU INPUT 
CONFIGURATION /-x-TSLTV^vF 0 7 
7 -r- 7 fifil § ft x. 0 ii £ 4±Xo 

♦ INPUT CONFIGURATION 7X3.-|;ov>tli. Re] Xti 
=f-My^)\><OWm. ~ INPUT CONFIGURATION 7 =-3--\ 
(36 ^ — v ) ?r 7H < /: § <3 0 

MATRIX RESET : v F 0 7 7 -r — 9 SrXStW B#<75l£ 
TeISUM L£1~ 0 

USER1 ~5 Ztz\iXmfcffin(DWC&A<Dt #f±, m 
K't&z. t li~Cg o 

#C©7 -7 Tr— XilrtiiWBfcoitSttUM 
■fit'' L" 7 tfi £ 1“ 0 

RESTORE FACTORY DATA? 

ok : enter (Ent) 

4/7 y*m Uf-To 

CANCEL : X*§ffi#B#©lS:£«(Cif £ £v>*£-|± 
MENU 4/7 7 £# L£1- 0 


COLOR BAR : i] 

FULL FIELD 8 : 7JV7/-ilK 100% ©WE® 8 fe 
fiy — /■?— (g, Jf, ->7/, ft, v-tf7 7, 9^, 
If, a) (X#ffl#l$©K£) 

SMPTE : SMPTEllUfl/>7-X- 
EIA : EIAfUptf^-X- (480/601, 575/501 <75 

t g<©»MOcfr) 

MULTI FORMAT : SMPTE RP219/ARIB STD-B28 
TrSF&'fL^ttTV^ * 7~X- 


EtffTnl 

• AUTO 7^3- Xg8Slf*£ fix i IU±, EXT SYNC 4/ * 

7 7^0FF(INTSYNC)Ul;£LT</;$v> o 

ON (EXT SYNC) U L Vfi < t XL < ^ 1 1 

-r, mMi'fvmmtK*) £-r 0 f 

• INPUT CONFIGURATION 7 -^-co FORMAT 7 
-i-Tt£lTPSflf74-7'7 F/E 4:4:4 RGB £ 

7t f± RGB © i £ , MATRIX VALUE £ £ 0 s ' MATRIX 
RESET £-t±A, 0 

[aTTI AUTO ADJUST 773 — 

SS6»!*E* t ff^fi£-to. (SSW!*EKI±I^M*IIL£-to & 

T't&i’Z&ft** < «$v».) 

MENU 4/7 7 £# L£to 

[A2] MANUAL ADJUST 7-n- 

PHASE, CHROMA, BRIGHT, £ fz (± CONTRAST o £ 

<&£-0 L VfUlgL £to Sfgi&TIt, ENTER (Ent) 4/ 7 7 

4-ff X t Uf*tt/P'?l££ n £to 

PHASE : xxxx 
CHROMA : xxxx 
BRIGHT : xxxx 
CONTR : xxxx 

7H7JHI Bf, UTctAlf^lT 

CHAR OFF ^'7 7 4-ff U£Xo BB^0S/T7) s 'Mi, If* 
L J PX<^ ! 9£Xo HE CHAR 

OFF 4/7 7 £# L£Xo 

X'T'Tlb HBILSXICIS 

MlSX & MANUAL 4/7 7 1 1 , f747Ftt (I*§ 

m#B#<75fi) 1000 UHO £1% 

MENU 4/7 > 4-ff L£1“o If * L tz T- 9 V > 4r )V $ 

^t£Xo 

HS^-^^iiSTaUlB: 

ENTER (Ent) H 7 > £# L £ Xo 


[a] fflt©HS - PICTURE ADJ 773- 
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m COPY FROM... X-=L- 

PRESET VALUE... : -T- 9 -f*I<75flfe<79'r- 7 £ 7 U- 
Lito => ff3T1 

OTHER MONITOR... : ftil<79^~7-c 

Lito ■=> [A32~| 

MEMORY STICK... : V 'J -7, -f 7 -7 7” 1*1(757 rT 
IP £7 tf— Lite =>[A33] 


« 

Y 

II 

u 

I 


[A321 OTHER MONITOR... Y“il- 

7U°-7gU{£ : 5 ; &7.Y-<75ID No. 

MONITOR ID... : ID No. L £ to ^> |A32T1 

| A321 | OTHER MONITOR Y-n- 

SiRL*fficT5^-7-c75'r-^ L°- Lf "to 
PRESETS PRESET2. PRESET3. PRESET4. PRESET5 

[A331 MEMORY STICK... Y-n- 

7U°-7gUJ£' 3 "7^6 'J -7-r 4 '7 7” 1*1(757 rT;P 4- IS 

KLtto 1 =l> | A331 

I A331 | MEMORY STICK 

IIJR Ltz 7 r 7 5W75 t ? — Y £ 7 tf — L 4 to 

PRESETS PRESET2. PRESET3. PRESET4. PRESET5 


Yl'J nf- 9 (±7 U — -tL/Lo 

IA3T1 PRESET VALUE... Y-7- 

7 2'-Lito 

PRESETS PRESET2. PRESET3. PRESET4, PRESET5 





- COLOR TEMP ADJ 



5^7a-T’to 

I® tbltB#(75lS:Sffi t A l±aiu UIxte L i L 

■cfuMi-a t , wsEi$ws:®«re£ t-t 0 


• HB-ra^u-tzyhx-^^aRTa (preset 

VALUE Y-H-) 

• O^^TrilS-ri) (MANUAL... Y— a.— ) 

7S'T 7* io i <TA7 > £ MANUAL o t AT'fllS Lit. 

• gKrtiiK-rs (auto... Y— a.— ) 

Tf2<757 5 n-7"£J£ffl LT> ^6 - 7 -<75fe£Jg<75 
£fT7 C btfXS t "to A/iU 7— — <75 BKM-14L 

*7-Tt-7T-tf-L:^-7-4-gS-t 

hfztbn'r— 7";p 


9—tl— 


V-- 

BKM-14L (SiST-YA-T^) 

KONICA MINOLTA 

CA-10CL CA-lOOplus 

DK-TECHNOLOGIES 

PM 5639 

THOMA 

TF6 

UDT INSTRUMENTS 

SLS 9400-FC 


♦ git-7M:ov>r, it L < 14 rfeiUffiS^fflYn-YST® 
JBt&t §co®^A-7;W4ov^tJ (61^-7) £r'Jg<7i 

cA^q 


• (COPY FROM... a.— ) 

T7 7. f&<75^&— 9 — <DT-9, "7^E 

'J — 7, A 7 "J 9" COT— 7£7U° — T-g; f-fo 

• (RESTORE FACTORY 
DATA Y~il-) 

feSJ$X-7^IJi(tii#0#C75l:5EfSUH1-i ito 

• Hsufcsisffiau mmmzmTT^z (analyzed 

— 7 — ) 

BKM-14L feJgffitL A t 


fi/imlli IH81© BU (<- 

PICTURE ADJ 7 - i - <75 AUTO... [aT] 7 - j- - tfot 
MSfE^JrtS c t iJs-f-tib Lti~ a 
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m &SmDWM - COLOR TEMP ADJ 9~il- 



COLOR TEMP ADJ X- zl-OPM 

im 


m 1 m 

i2I 

i3I 

PRESET VALUE 



MANUAL... HR 

MANUAL ADJUST 

MB 


ORIGINAL VALUE 


SIGNAL 


CONT/BRT HOLD 


AUTO... HR 

AUTO ADJUST 

[HR 


TARGET COLOR 

TEMP 


X 


Y 


LOW LIGHT (20 IRE) 


HIGH LIGHT 

(100 IRE) 


PROBE 


CONT/BRT HOLD 


COPY FROM... HU 

PRESET VALUE... 

HR 


OTHER MONITOR... 

OTHER MONITOR ... 

1 B321 1 

MEMORY STICK... 

MEMORY STICK 

1 B331 1 

RESTORE 

FACTORY DATA 

HR 



ANALYZE HU 




J21TTU 9 — i — Soffit — a- — LJto 

p<— = l — ©Mfr'/c 

• — i-UttttlHi- ($1 : All) ft HffiU 
-t/Co 

• #L< t± (25^-v) £TK<7"i£ 

W 

• r^j it wm.iY\mwi «#-§■** ls 

■to T^J 5rfSLTV'^V'#'g-(±, tTflgfilifT ri s Se7 

LSto 


m COLOR TEMP ADJ t-n.- 
PRESET VALUE : INPUT CONFIGURATION A 

- i LTi/'& feStf- 37 t'St $ fit to 

f)fSt£fefiJtt'-^£^Ht£I§£-t±D93> D65> 
D6t USERt USER2> USER3> USERt USER5 t 
LMlRLito 

D93, D65> D61 tTV^i§£-ft 

D93% D65\ D61* iSt^ttto 

eafix-^«ss urdi£ 

MENU tt >£# LX 9 T > 
^ — a. — t # „ -7 Tr — v /) 5 'St 

£tii to 

CHANGE INPUT CONFIG? 

COLOR TEMP PRESET 
DXX* — USERX 

(lESLfufeimffi'r*— 9) — * (lEHfJefefflStT*— 9) 

OK : fefijgt- 9 ZMg.t&Wi&li ENTER (Ent) f 
9 y L T to 

INPUT CONFIGURATION /< - j. - tmfc LO>S 
feSffir- bfi 

ito 

CANCEL : SILiV'i^li MENU tt >£#U 

^ T =.a.-KM*) ito 

terntT- 9 on&mum tt#, input 

CONFIGURATION 9 - j. - -CIS:® Ltvt fefijg 
T— 9 lift § flit ^ Hit t 0 

♦ INPUT CONFIGURATION 7 ia — |:oi/>tll. Re] At 
•T-'r > T;V<7)l£t - INPUT CONFIGURATION A - i-J 
(36^- v) &t5£<7t*$v>» 

MANUAL... : fefiJt i MANUAL o £ tT'SS Li to 

=>nn 

AUTO... : feiaaFSrgS&HSELt-to =>[M1 
COPY FROM... : ftlwEififfit- T t n U- L i to 

■=>fB3l 

RESTORE FACTORY DATA : fefiSf- * *I*tU 
#0#col:5EfSuHttto =>[m] 

ANALYZE : feJSL »j££ffl!l£L i to =>[m] 

UTI MANUAL ... yzin — 

MANUAL ADJUST : 

Lit =>nn] 

ORIGINAL VALUE : fISEWSJJWttfciiseL £ to 
tHJ$fif±D93, D65> D6U USERU USER2, 

USER3> USERU USER5 1 0 iKRt § f to 
D93, D65> D61f'-^***M$fLTV»-5#'g-|±, 
D93\ D65\ D61* LSt^tTto 


m feSJSOiiS - COLOR TEMP ADJ 9-=l- 




SIGNAL : SSUfSo $-f 0 

INT : ft®ffat-f£fflo Y4 >, sU7Z<om&tm 
ILT 100IRE t 20IRE Wff-f-^gS&WKSJ *) ft 
*3 0 i -fo 

EXT : t(-§|IAtJffa£f£fflo V'f >> /MTAcoSS 
B#U> SSUfSofta^AtlLf "to OTtL#0# 

<75l§j£) 

= CONT/BRT HOLD : *7Y h^7 yx<D-?-z.7)\'M 
ll ST\ 3 > L 9 T. K W&ZoWLfciffl&UK-t&fr 

= (ON f fciiOFF) £S#?Lf 

M -To 

ru . 

«l ON : BJJ& § cOtt5Efi£^Sa-f\ S 

y «LT-To (ItfaHtBfwM 

1 1 OFF : d^UY FA 7 > AfJflgBfjL |>7X I-, 

t £cDtt5g(±U> Y-ft (1000) t^rOT-to 

ssi:tY:>Y-fi dooo) cott-eto 

fmTl MANUAL ADJUST n- 

t'Y>, AY rxcDSIS^-t* - btf-CB t -to 

t'Y >SS> UP/DOWN d = 9 

ssaoHSCffisos* 

SSfl-7 ^ ENTER (Ent) d/ Y > £#t t , SSft/tTl® 
£ lit -to 

RED : CONTRAST KNOB (CONTRAST o^^fR 
OtT >t AfiAYTAtSS-tSo) 


COL TEMP (2/a-htJ'.v h) TR'^ICOlAr 

lH-jt El dn Uifop $ it~c v 5 & BflGCgt^EiS ItT ^ fL'/mEU 
tflE-t & MANUAL 

ito 

[B2] AUTO... X-3.— 

&mti mmmLtto 
AUTO ADJUST : SS£I!^L it. -=>[HT] 
TARGET COLOR TEMP : ffiv»3tv»«*E«S:S#iLt 

-to 

D93> D65> D6U ANY ip b SiRt: £ t "to 
X : xffiHtA*Lt-to 
Y : yffifg£A*Lt-to 

LOW LIGHT (20IRE) : n-7Y MfflcoWE (cd/m 2 ) 
tAtJ L tlr 

HIGHT LIGHT (lOOIRE) : aY 51 HIJtOWE 
(cd/m 2 ) t AtJ L 4 "to 

PROBE : feSJt«g»«IS-tM£M-t*yn-7"^S^L 

f -to 

Itn-ACDiSK 

BKM-14L : feSJtcoSSU BKM-14L £f£p 0 
CA-1 00 : feiBE<OSSK CA-100 t tz\± CA- 
lOOplus tf£o o 

PM 5639 : ESJEcofUSU PM 5639 tf£o 0 

TF6 : EfiEcoSSU TF6 tftpo 

SLS 9400-FC : EfiEcoSSU SLS 9400-FC tf£ 


GREEN : BRIGHT KNOB (BRIGHT o|^t*G© f'Y 
yttz i±AY TX^IltSo) 

BLUE : CHROMA KNOB (CHROMA ofWBWt 
Y Yf t:l±AY T/^IltSo) 

LUMINANCE : PHASE KNOB (PHASE of A AWE 

RED/GREEN/BLUE ^PKIuCDiBIOM-riCIi 

RED/GREEN/BLUE £SSSfiL tfCS-tS MANUAL SS 
d?t >t#-ttSSfucOftUJS 0 t 1 “o 
RED> GREEN > BLUE £ A^ASSfi) cOft ICgf-f U LA 
PHASE CO MANUAL SS t' t > tff L £ "to 

ENTER (Ent) d? t > tff L T ifeg L /L j&l± , MANUAL fH 
St't 7 £ftLT&Et 0 tHTAo 

MENU d?t >tff L S"to SSL A A'— >4r;P^ 

tito 

is-rsicB 

ENTER (Ent) d? t > tff L t to 


7 o 

• BKM-14L £ rf£M<OHHA AUTO ADJUST 7 
Lit LT < ti$V' 0 

• KONICA MINOLTA ttS CA-lOOplus £ 

l±, RS-232C MfBMMlt CA-100 Effect — KUltg 
LT < tf (BAUD RATE lt£ : 9600 bps) 0 

• THOMA ttS TF6 £ A ft JU CO PH (± , TF6 CO PRINT It 

£7 OFF Kit® LT < tf § V 1 0 

CONT/BRT HOLD: *7Y FA? >X53lSliiifti:, 
3YL7A1, BJJ& $ colt® tSSffiU-tSTtUF 

(ON t Ar (± OFF) tSJRLtWo § 
SSSSRfli, 0 JJ^> ^co!tS(±U > t - 

ft (1000) t ti 0 i to 

ON : *04 V^y YASSli, n> LfA L, 0jf^> 
^coItS(±7CCOSSftUM^o (ItfttHtBfcol: 
5 e) 

OFF : d^UY h/^7 > AfHSfl:> lox K BJf-5) 

?C0ltS(±U> Y-ft (1000) cofit^r^o 

'Ac O^M-T- 7 - a - SrSft L, g SftSS t $ a t -to 

SfrisifiiSB#<75fttf£ffla^ii^(±> ©> ®> ©coiifTta 
ILL AUTO ADJUST tSAtX tf$v> 0 
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E gSJt©Se - COLOR TEMP ADJ 



© TARGET COLOR TEMPT?ffiWfcWHSMB«aW9'«o 

ANY £SIRL7L'i§'£i±> X £ t V s Y <DM g £SU\ 
CIE1931 feJKffiilcD X mm, y ffitwft £ A* LT < tzZ 
V'o 

© LOW LIGHT HIGH LIGHT (DiB^A^-T^o 

© BKM-14LERJES 

nrusTo) 

© AUTO ADJUST 

FB2T1 AUTO ADJUST X=.n.— 

IB21 AUTO... T - i - -C AUTO ADJUST £ SHUt & t gyu 
JjlJto 

SET PROBE ON CURSOR tTW< $ ft t to 
7°n-7"lr ; E-^-IBffi(7)4 3 ASPUfi< LUffE^t 'O i 
©o (SS6»l*EKI±I^M*IILt-to »Tt* *•?£*£*>< 

U&IA / P±T51p 

MENU 

H] COPY FROM... X-J.- 

feSSf- Xcon U-tc^SJRL itu 

PRESET VALUE... : -T- X 4- 3 U- 

Lito ■=> [6311 

OTHER MONITOR... : ? -Of- ? * n U- 

Lito ■=> [B32] 

MEMORY STICK... : Ut'J-lf-f 7?" UjcD7tT 

^=> [B33l 

[B3T1 PRESET VALUE... a — 

3 U-'t&'r- X £*SJRLf "To 

D93, D65> D6U USERU USER2, USER3> USER4> 

USER5 ^OSJRL tlM 

D93 : D93<75fefiJf£3U°-1-& 0 
D65 : D65 Wfefijf £ 3 tf-'t&o 
D61 : D61 c7)feSJ$^3U°-©*o 
USER1 ~ 5 : USERl- 5 CDfefiJf £ nU--t^> 0 
D93, D65> D61 D93\ 

D65\ D61* L3yu£:fif “To 

[B32| OTHER MONITOR... X-n- 

ID No. 

MONITOR ID... : ID No. 4- A© LT© 0 ^> [B32T1 

| B321 | OTHER MONITOR... i — 

n U° — "T -2> A— X £SJRLf "To 
D93, D65> D6U USERU USER2, USER3> USER4, 
USER5 ^CSJRL flu 
D93 : D93 3 

D65 : D65 3 


D61 : D61 ©fefit^3 

USERl ~ 5 : USERl~5cDfeiBJ$£3U--t& 0 
D93, D65> D61 A-Z^H£UTi^±§£-(i> D93\ 
D65\ D61* 

[B331 MEMORY STICK... n- 

3U°-jt;U'f£7 Vt'J-XrU;?' ft£>7 r T ;p£il 
JRLf-fA =>[^T] 

I B331 | MEMORY STICK 

3 U-'t&'r- Z £il}RL ti~ 0 

D93> D65> D6U USERU USER2, USER3, USER4, 

USER5 b SJR LJto 

D93 : D93<D'feSJS£3U”“'t&o 
D65 : D65<Afe£)t4-3U--tSo 
D61 : D61 OfeSJK4:3 tf-'t&o 
USERl ~ 5 : USERl~5 0'fefiJ$*3U°--t^o 
D93, D65> D61 T- D93\ 

D65\ D61* 

[M] RESTORE FACTORY DATA ^~=l- 

&&mr- x un l t ia 

useri ~ 5 1 fc\±xmtaffi#<DW(g.m<D t § hmr? s t 

ikn T -y -tr — 'JifiWfr 

RESTORE FACTORY DATA? 

OK : ') -t y h %%tr~t ^itrla ENTER (Ent) 
lito 

CANCEL : 'J U 7 F ^HffL^v^^MENU 
ffLi+o 

[1U ANALYZE X“IL- 

BKM-14L Tilljg L A fejf ffilSio i tW £ fit 

i~o 

SET PROBE ON CURSOR 

BKM-14L 

A 7 1 j 7" U - v 3 y &T1k, BKM-14L (± , ANALYZE M 
fT^'nTfbU^ <3 tto 

ANALYZE 

MENU 41 Z >£# LTto 


• BKM-14L <75 A 7 9 7" U — U 3 > itu U > R, BCOU'-A 

i t> y V L ti *) , '7 — ^7 — J) < t£ 

BKM-14L^{H$tL^V'nrtett#*l9 $to 

• ANALYZE HfffH±,BKM-14L * OPTION 

A— > < &o 

MENU COLOR 

TEMP ADJ J-j.'-lzm&Zttf’Cg tto 


E fe^JSOiiS - COLOR TEMP ADJ k-=L- 




\ci\ti?vyz)b<DiSim 

- INPUT 

CONFIGURATION 

*=.3.- 


083 : 1080/501 

084 : 576/50P 

085 : 480/60P 

086 : 1080/601 

087 : 1035/601 

088 : 720/50P 

089 : 720/60P 


m 

ru 

« 

y 

n 

u 

l 


91 ~97 9 1 ^>^U©|lJD^r 



Atf§~tDMt A— 7 Sra^St h 7 — x — T*t 0 

A A A'- YliAt >T;l/tt ICf&gLA to AtScftt'Y 

(1 ~ 30) tcoi:, 

INPUT CONFIGURATION 7 -a— T’fiTW A'- 7 
Lite 

• (FORMAT... *~ n.— ) 

• XUv (SLOT NO *~ a.— ) 

• AA)5ffi?S^JI$-r?) (INPUT NO * — a.— ) 

• HfiCDT'A^:^ hhb^lS^-r?) (SCREEN ASPECT A 

— =l — ) 

• x^vy+t^x^miRtz (scan size y-n-) 

• (SYNC MODE 7li-) 

• esjt£is;rr£> (color temp *=h-) 

• mnmm(Dy'jt>'y t'&mtR-tz (picture preset 

X — ZL-) 

• (matrix... y-n-) 

• (APERTURE* 

— =L — ) 

• IFA-^T-filEM^lSrr?) (VALUE *~ n— ) 

• (yc sep *~ a.— ) 

• NTSC COMB Xy)bX^SM^^> (NTSC COMB 
FILTER *“il-) 

• (MARKER DISPLAY 
* — n— ) 

• y-tJ-CDmTr^-F&miR-tZ (MODE... *~iL-) 

• HSCDTK^IqKDGB^iia-r?) (H PHASE *~il-) 

• (CHANNEL NAME... * = n-) 

• (COPY FROM ... *“il-) 

80 ~ 89 

80 ~ 89 (D-J--Y y A tkSAlilAil jwAcofW’tv' A A AiSJ 0 }|t 
xfflU#J0=ST6tiTV^-to 

80 ~ 89 A t > t tWDSIRIi, 91 ~ 97 A t > T frOWR®. 
<0*M0&t& <1, 7r AWftlfi- ft s tii 

t)Zti£-f a 


91 ~ 97 (AA^r > A 0 St StiTV'A 

A o * ft U II }R $ tv A v > fz ft f - A A A A <75 ft ft fi s S/T 
$H^to Uif ON <75 t § , ftj*jf-AA'tBHLAIlr£\ ft 
fyXr A li 480/601 t & 0 A to 

091 : TUL-'l/fS^f 

092 : 20%2'b-(I^ 

093 : 1 00%SfflM§ 

094 : sm^yy-xx-Mm 

095 : yux)\"jy 

096 : Fry MI*f 

097 : 0%MfI^ 

XDivh'S^v A^Jit^(Di!] 

KfttOAt Yi-uP*, t"co7,ny Hz#Jf)#lt&t£tS:5E 
LA to 

Any HHfii&wJ: p |z& f) Ato 

OPTION 1 (=E-^-7HIJ(DAn'y h) 

0PTI0N2 

0PTI0N3 (=E-^-^CDAD'y h) 

A tUtffilfcco A ^ IC% 0 A to 

BKM-61D tfm OMIT 5nr List ^ (SDID1, SDI 
D1/D2 AUTO, SDI D2 NTSC, SDI D2 PAL(I^§GD<L 

^ ) : DIGIT AL1 A A f± 2 

BKM-61D tf®DttlT5nriA?><L^ (COMPOSITE 
AUTO, NTSC, PAL, PAL-M, SECAM (S^&i'GDT 7 
■tuynyir^Jy HI^CD<L^) : COMPOSITEl, 2 At 
(±3 

BKM-62HS tf®(DttlA5nriA3>£:£ (SDI HD/DI 
AUTO, HD-SDI, SDI D1 (I^CD <L^) : DIGIT AL1 At 
(±2 



FORMAT... ^cO^liAAlfl-f-^SiRt^ A t lit:# A 
tto 

- BKM-61D t'JR 0 ttt 0 JrO/'T Analog Y/C Ittco t # 

- BKM-62HS tt/ 0 ttt 6 it TAT Dual Link HD-SDI ft -§- 
cot # 

- BKM-68X ZP'JR. 0 ft It 0 liTC'T Analog Component A A 


080 

575/501 

(± Analog RGB fg’tco t § 

081 

480/601 


082 

1080/481 
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[c] AtA-y>tt©K® - INPUT CONFIGURATION /Zi- 



INPUT CONFIGURATION a- 

©pg/Mji 


mmx-i- 

jatu, x — iHFiHufiif&x — a-~ itto 


Ig 1 n 

S2J1 

*31 

CHxx 



FORMAT... mi 

SDI/HD-SDI... mil 


DUAL LINK HD-SDI... 

mu 


composite... mu 


yc... mu 


COMPONENT... mu 


SLOT NO 



INPUT NO 



SCREEN ASPECT 



SCAN SIZE 



SYNC MODE 



COLOR TEMP 



PICTURE 

PRESET 



MATRIX... m 



APERTURE 



VALUE 



YC SEP 



NTSC COMB 

FILTER 



MARKER 

DISPLAY 



MODE... m 



H PHASE 



CHANNEL 

NAME... m 



COPY FROM... m 

OTHER CH... mn 


OTHER MONITOR... HH] 

OTHER 

MONITOR Icim 

MEMORY STICK... HH 

MEMORY STICK 

1 C531 1 


• — a — ©Ht'/c 

• (I7IJ : All) f±, HffiU 

♦ PL< (25^-'7) = 

$ V^o 

• ["■=>) f±, IxjESfTitW^TfTteX — ^ 

■to T^>J £f2LTV'&V'J§'g-i±, t C w 

Lit « 

y 

\c\ INPUT CONFIGURATION a- p 

INPUT CONFIGURATION (1/2) INPUT 1 

CONFIGURATION (2/2) •) it 

A tint <75 7 s '— X tt V >T5P ti UIx/eL 4 to 

INPUT CONFIGURATION (1/2) Xaa- 
CFIxx : SllKilRLTvMt v > t ti to 

JAT<75I§:/e(±> t<75t -V > t 5WT At $ fl & fit 7? <75 
T-?K%<0 i-to 

FORMAT... : fl-tOffiESrS^Ltto =>[cT] 

SLOT NO : t7"y 3 7 /d 7 I #-§- (OPTION1 ~ 3) 

^rSiRLf to 

INPUT NO : Atimt#t£S!}RLito 
SCREEN ASPECT : 7/^7 F (16:9. 4:3, LAST) 
4-lSygLito 

16:9 : 7/^7 Vi&i 16:9Ul££tM OtltBlfB# 

<75 IS® 

4:3 : 7/^7 ML 4- 4:3 Ctgt^o 
LAST : frB©i&£«:teflJtSo 
SCAN SIZE : At V At TX (NORMAL, UNDER, 

LAST) tlSlSLito 

NORMAL : t-^- At vAUt&gtM (I#tH 
#B#<75l§:£) 

UNDER : 7 > A- A t A > Ul§y£tM 
LAST : Hff0c75i3:)E£)£ffltM 

SYNC MODE : ISIMflt (INT, EXT, LAST) tHtt 

LS to 

INT: CE»tWI$«ib£) 

EXT : 

last: mm<nw:fcZimi-z>o 

COLOR TEMP : feSJt (D93, D65, D61, USER1 ~ 

5) tS#? L 4 to 

D93, D65, D61 f-7«I$nTV^^I±, 

D93*, D65*, D61*tSt?tSto 


m A ttA AtJWDIS® - INPUT CONFIGURATION AAn- 
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PICTURE PRESET : A 7 I' (PRESET1 

~ PRESET5) (Ii&ffi#B#i± 

PRESET1) 

MATIRIX... : ft fyXrArto? F <J 7 7£l£5ELt 
■fo ■=>rcg~| 

INPUT CONFIGURATION (2/2) 7 = 3- 
= APERTURE : (OFF, 

H ON, LAST) 

~ OFF : ^•v-*iES:L*v> 0 (IiffifBfWf 

S 56) 

m ON : 7-n— •^•v-HtlE *■*-<& o 

y LAST : |ffH|(7)IS:g: : Srf£ffli“^o 

p VALUE : T^-Aa-WIEI: (0 -200) £AALt-to 

I (Ii&ffi#B#l± 000) 

YC SEP : Y/C#«7T 

COMB: < LS7/;PY-£«1-&o (Ii§ffi#B# 
cofSjg) 

BPF/TRAP : BPF/TRAP £)IiR1-&o 
NTSC COMB FILTER : NTSC COMB 7 4 )V 7 (3 
LINES, 3D) im&Li-to (IfffiSSfli 3 LINES) 
MARKER DISPLAY : A© Up 

(OFF, ON) ZWtfcLi'to CLiftE# B#(± OFF) 
MODE... : MARKER MODE o 

)^-t-7x'J7, F-7/7 F 
ASriStgLf -fo i =>rc3l 

H PHASE : Bffi<A/R¥A[n]<AfAH£fllS (-100- 
+100*) Lt-f 0 (Ii§ffi#B#l±000) 

* nfmmZMz.&t, 41-**, Hffico 

0 t+FAo 

CHANNEL NAME... : CHANNEL NAME 7 - 
Alito f -=>[041 

COPY FROM... : COPY FROM /xx-^LJto 
ftil7>A7 7TAA- Y £ n tf- L ito -=>[051 

fen FORMAT... 7=3— 

SDI/HD-SDI... : v'J 7Pfv/;Vif ^[cTH 

DUAL LINK HD-SDI... : T a. 7P 0 7 7 <D HD-SDI IHA 
■=> rcT2l 

COMPOSITE... : 7fn/3>#y7 Mf-f- ■=>FcT3l 
YC... : 7An7" Y/CfffS ^>fci4l 
COMPONENT... : 7An7"3 7*°-t7 F tAf±7A 
u 7" RGB fif-f- -=> [0151 


E453.-.1 

MlS-r & A A ST - 1 A* l± A 3 - 7"— A' A V , SiRA- 

§; f h+A (# — v ;!/££•£>•£ j; © t LT & 7 A y 7°£ ixt 

-f)o 

[cm SDI/HD-SDI... 7=3- 

v 0 7 ;p fy 7 ;Wf -f-co 7 * - v y F (SDI t A f± v 7 7" 
A 0 7 7 <7 HD-SDI) AjilR L tin 
HD-SDI/D1 AUTO : BKM-62HS^B#(CSiR7'# i 

to 

HD SDI : BKM-62HSlsglfB#A)ffiRA§; t to 
D1 : BKM-61D, BKM-62HS # t fo 

D1/D2 AUTO : BKM-61D ^*0#(7SiR7' # i to 
D2 NTSC : BKM-61D Sif B# AIDRA £ t to 
D2 PAL : BKM-61D t to 

NTSC SETUP LEVEL : NTSC 7 y F 7 7 7°F"7;P 
(0%, 7.5%) 4-iSjgLt-to (I^ffi#B#l±, BVM- 
A14F5M/A14F5A : 0%, BVM-A14F5U : 7.5%) 

FILTER SW : Y/C 

4tsl7/;P7 4-i (OFF, ON) A 
I§:SLtAo (I^m#0#!± OFF) 

ACC SW : t- F7n?37 Fn-4WON, OFF 
SLfto (I^m^fR# l± OFF) 

♦ HD-SDI, 1125/601 AtC^V't, 1080/601, 1035/601 WS4KI4 
DfiWCfrAASTo 

IC12I DUAL LINK HD-SDI... 7=3- 

HD-SDI COff-f-7 t -77 F (r777'J77© HD-SDI) 
ASIRL StA BKM-62HS ^ifR#KjS}R-e§ JA 

4:4:4 YPBPR 
4:4:4 RGB 

fci3l COMPOSITE... 7=3- 

o 7 A yy Fff©7 1-vyF^ SIR L 1 1% BKM-61D 
^0#(7S#?7'#S1-o 

AUTO : AA £ tiAfiftHM® CT § S&fKH::-® itto 
7 + -- 7-7 FcogDj+O^Rtfi, 7 + -- 7-7 FwfiJgiJ 
7AA8c#AA&7tA'<fcO ito 7*-vy FA'iA 
toTV'litili, f©7i-77 FAlxg/t&Ai; 
4-ioAAALt to 
NTSC 
PAL 
PAL-M 
SECAM 
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NTSC SETUP LEVEL : NTSC -by hT y ■fU'OV 
(0%, 7.5%) im&Li-to CTitffilPfii, BVM- 
A14F5M/A14F5A : 0%, BVM-A14F5U : 7.5%) 

FILTER SW : Hffi 4- SUSth AISjeLTv^ t §, Y/C 

(OFF, ON) £ 

tSSLil-o (I#tWB3M± OFF) 

ACC SW :T-F7n-73>F n-;l/«o ON, OFF 
SLtto (I^ffi#B#l± OFF) 

fci4l YC... X — 3- — 

Y/Cff©7t-v-; F tSIR LJto BKM-61D 
CMTitto 

AUTO : -to 

7t-?7 F<75g#j-t0l9ftAf±, 7t-77 FcofiJglJ 
<75 A A %> a t A'* Hto 7t--7';F AT* 

T©7t-'7 7 

£io1“1“a6Li1“o 

NTSC 

PAL 

PAL-M 

SECAM 

NTSC SETUP LEVEL : NTSC -by F 7 7 7°F^X 
(0%, 7.5%) *mfcLt-f 0 (Ii§tiHfB#l±, BVM- 
A14F5M/A14F5A : 0%, BVM-A14F5U : 7.5%) 

ACC SW : A- F 7 nvn 7 F n-;K75 ON, OFF 
SLSto (I^ffi#B#l± OFF) 

rcTsI COMPONENT... X—d.— 

n y A°— t > F jf tf<75 7*—-?y F £ tz (± RGB ft -§-<75 
7 t — v y F (YPBPR t A (± RGB) £SiRLt-to BKM- 
68X it„ 

COMPONENT LEVEL : COMPONENT l"OV 
(SMPTE/EBU-N10, BETACAM) £l££L£-to 
(Ii§tfi#B#l± SMPTE/EBU-N10) 

BETACAM SETUP LEVEL : BETACAM A 7 F 7 7 7" 

(0%, 7.5%) 

BVM-A14F5M/A14F5A : 0%, BVM-A14F5U : 7.5%) 

1 125/601 SYSTEM : 1125/601 AtjBfcDTD&jt&Sl 
(10801 (TOcteSSl 1080 7/ 7), 10351 OfS&jfe&R 
1035 5 4/)) co^S^-Li-to CLi§ffi#B#f± 

10801) 

[ 02 ] MATIRIX... y>—3.— 

flf-yXrArtCffflt^v F ') 7 7£t£5£L ttY 
1080/720 : 10801, 720P Av F ') 7 7, X- 7 t L 
ito (Ii&ffi#B#l± ITU709) 

1 035 : 10351 <07 F ') (lit 

SMPTE 240M) 


480/576 : 4801, 480P, 5751, 576P <75 v F ') 7 7, A - 
7 tl£5gL tlv (I^ffi#B#l± ITU601) 

ITU601, SMPTE 240M, ITU709 £ tz l± USER1 
~ 5 £ A i AX Z$-fo 

ITU601, SMPTE 240M, ITU709 T- 7 A^H $ 

F§£-f± ITU601*, SMPTE 240M*, ITU709* t%&Ztl£ 

"to 

C i FORMAT 7 y F A 

m 

4:4:4 RGB £ tz f± RGB <75 i § , MATRIX /-a- l±SIRX ™ 

« 

Y 

[03] MODE... yi—j.— M 

F-A-A — 7JA)7, lr-7/4 FTi I 

At’IxiEL tiv AAfW^A]^fi0fKT7 AfevAlrn', 4Ai± 

SIR-t&C LAT# £■& 

l\J o 

MARKER MODE (1/3) X—3.— 

7-7j- 07/^/ FT- FY77^7 F7-*-, 7"7 
YAYT'A t"<7 5l§:S4- Lito 
ASPECT MODE : v-/;-<7577^7 Fit^t&SLt 

to 

16:9, 15:9, 14:9, 13:9, 4:3, 2.39:1, 2.35:1, 1.85:1, 

1.66:1, VARIABLE A b SIRX - t AX Uto 
COiffiff B#l± 16:9) 

ASPECT : ASPECT MODE 7? VARIABLE £ SIR LA 
t §m7Eiti- 0 

1.00 ~ 3.00 f -to (I® ttutufti 1.78) 

H POSITION : -(Dyk^tffcKom^&SZm&l 

£to 

- 100 ~ +100 MI&jeX £ £ to (X^m#B#l± 000) 

MARKER BRIGHT : v-# -A#j$£t§:£L tAo 

90IRE £ tzli 40IRE KlSgX# £t° CPIttHf B#(± 

90IRE) 

A <75 7 3 i - Xl&g L tz r- 7 T > A A*® A 

ASPECT MARKER : 77^7 
A^tI&JeL ito 

OFF (SXLAvt £ tz i± ON (S^tS) Lt£L 
£i~o (I^tH#B#!± OFF) 

LINE : ASPECT MARKER <75!x7eA ON <75 1 §77^7 
Y-y-ti-ny 7 ><75A£ £f£SL £i~ 0 

THICK (Ai^iO t A(± THIN (Ifflv^g) KlSSeX# 
t-to (I^m^fRfli THICK) 

COLOR : ASPECT MARKER <75 IS:® A ON <75 i # 77 
^7 F7-/;-<7)(& £!£®L tlx 
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WHITE (&), RED (*), GREEN (ft), BLUE 
(W), YELLOW (If), CYAN (777), 
MAGENTA (-777 7) ZoLSIRtS 7 t 

•to £l)fffi#B#i± WHITE) 

ASPECT BLANKING : x»j 7^co7"7 7 t 7 7*£iI/R 
Li to 

OFF (7"7 7t77*£» P£t&) i fz (± ON (7"7 7 
7 7 7* t&) Ll®Lit (IJfIB#B#i± 0FF) o 
MODE : ASPECT BLANKING <Dl®/) 5 ON <75 1 S 7" A 
7777* <07- F£!®L ito 
BLACK (7*7 77 7 7*) i A (± HALF t-7i7 
Y A Y 7) Ll®t§;ito (Ilf tS#B#(± HALF) 

MARKER MODE (2/3) t~iL- 

7-7J7J 77-// -^7 7 7-'7-Z/-<Dl®7 Li to 

SAFE AREA MARKER : F- 7 x'j 7coS®7- FA 
!£®Lito 

OFF (il^L^v 1 ) itiiON (Stt&) Ll®L 
ito (I#(WBJI±ON) 

MODE : SAFE AREA MARKER col:®/) 5 ' ON co t # , 
SAFE AREA MARKER COM AIliRL ito 
SHAPE A, SHAPE B, SHAPE C ZoLiSIRL ito 
(Itf tB# B#f± SHAPE A) 

SHAPE A 


SHAPE B 

n 

n 


i_ 

_i 


SHAPE C 


AREA SIZE : SAFE AREA MARKER col®/) 5 ON co 

Li;, ^-7X1) 71- F<Ot7X£!®Lito 

80%, 88%, 90%, 93%, VARIABLE ZoLISIRt & L 
t Z) 5 t lit (Hf tfUf B#f± 80%) 

WIDTH : AREA SIZE 7 VARIABLE 7/1FKL7 t # , 
-tr — 7 Jx <; 7*7— // — coifs ^1® Li to 

050 ~ 100 (%) Fl®tt ito (Hf tS#B#(± 080) 
HEIGHT : AREA SIZE 7 VARIABLE 7SIR L £ £ § , 

7-7x<) 7-7- Z/-coS£ 4-1® Li to 

050 ~ 100 (%) i:l®7 § i to (lif f± 080) 


CENTER MARKER : 7 Y 7 —7- * -co*t7- F7 
IS® Li to 

OFF (StL&V') iLHON (Stt&) Ll®L 
ito (Hf tS#B#(± OFF) 

MODE : CENTER MARKER col®/) 5 ON co t § , 7 7 
7 - “7 — * — CO US &M1R L i t o 


SHORT (®vU i 7 (± LONG (M^) Ll®t;li 
to (Hf m#Bf(± SHORT) 



■t“ 7 xij 7COt;§ $l±, ASPECT MODE, 16:9t'7 7C0 
ON/OFF colKIl Li 0^7 0 ito 


01 : t-tlUT’tl-tXT)' 80%, ASPECT MODE/)' 
16:9, 4:3GD<L£ 


16:9 TtttYONCDAS 


ASPECT 

MODE 

16:9 


ASPECT 

MODE 

4:3 




16:9 Ttt'7 Y OFF ©7$ 




MARKER MODE (3/3) J Xzll- 
7-7 7Y F MO® @71® Li to 

SAFE TITLE DISPLAY : 7— 7 7 Y F ;MOS®7- F 

£l£®Lito 

OFF (StL&W i tz (± ON (St t&) Ll®L 
ito (IJf ti)#B#(± ON) 

WIDTH : SAFE TITLE DISPLAY col®/) 5 ON co t § , 
7-77/ F iPcoifS^lx® L ito 

005 ~ 050 (%) Ll®7 lit (Hf ffl#B#(± 020) 
HEIGHT : SAFE TITLE DISPLAY col®/) 5 ON co t 
#, 7-77/ FMOf#$£l®Lito 
005 ~ 050 (%) Ll®7 § i to (Hf tB#B#(± 010) 

H POSITION : SAFE TITLE DISPLAY col®/) 5 ON co 
£#, 7-77/ F ;PC07K¥t|a]C0Stf7fi£l§®L 

ito 

000 ~ 100 (%) Ll®7 § i to (U®ffi#B#f± 015) 

V POSITION : SAFE TITLE DISPLAY col®/) 5 ON co 
t §7—7 7 / F iPcoSitflcOcoStflifi^lSLi 

to 

000 ~ 100 (%) Ll®7 § i to (Hf tB#B#(± 015) 
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[eg CHANNEL NAME... X-3.- 

Av TV * )l Y<D%,mirbmSitZ> 

«li:A*Lfto 
PROG : v°uAV AlitBjf-f- 

EDIT : 

CAM : ii V 7 is* b *75fwTr 
VTR : VTR ^0<75jf-§- 
PREV : 7°U UA Y- 

NEW NAME : AA1A (20i^£ A'A£j 

nTtg, * /i L INPUT CONFIGURATION V- - a. - 1? 
(i Tfeffiw 8 $ ;U £ 10 o 

[eg COPY FROM*-:i- 

3U°-jB*Si^L£-to 

OTHER CH... : '-i*Wi&<DT'-? kv U- U£ 

1“o ■=> [C5T1 

OTHER MONITOR... : ifo<DT- V -Of - V k n U- 

L£i“o -=> [0521 

MEMORY STICK... : 7 7” I*)<757 tY 

AAjIIRU ^-<75-r-Y : SrnU-L£1“o ■=> [C53l 

[csTI OTHER CH... ><“ 3 .— 

3L-7c[;ffi^t7^)vSf^i£t£ta 
CH NO : Aa>T5T1H!'£AAL£1“o 

[C521 OTHER MONITOR... X—3.— 

nU-TCUffi^-^-WID No. *ffi£L£-to 
MONITOR ID : ID No. £ A* L £ "to ^> [C52TI 


S i/Xx/xCDiSS 
- SYSTEM 
CONFIGURATION 

X- 3 .- 



Av b 7 - V *?>^v WP 'J A— h n y L n - Av 

7f ACit & 7 -a-fto 

JAT*75A-Y4-I§:SL£Ao 

. *.j, Hu>-^7|c<J;?)U : E-Fo^ha-JNil^iS$'r 
S (NETWORK... X-IL-) 

• A^bJUUt-H^VhD-JWilgcDiS^^-rS 

(PARALLEL REMOTE... ) 

• ±®s- ¥» i/c!) x y 7 ? ^ Anre t. it ® t ^ -® ttisssa 

(POWER... 3 .— ) 

• (BLANKING 
SETTINGS... X—3.—) 

• HliEa^StiSfliaSKETS (ON SCREEN SET... 

X — =L—) 

• A" 7. A- HCD^MT>!IJDW£^1SST?) 

(PASSWORD... *- 1 — ) 

• (MAINTENANCE... X 

-H-) 


iflfr 

uUi 

m 

« 

Y 

II 

u 

I 


IC521 | OTHER MONITOR Y-n- 

SIRLAhi- Y-*75L"*75Af vAsukv 
5eL£Ao 

CH NO : f ^A^)L£to 

[csTI MEMORY STICK... Y-n- 

nU-TcUffi-? |*jcd7tT;1/£S 

}RL£1“o <=> 1 C 531 1 

IC531 I MEMORY STICK Y-n- 

L A 7 T Y ;K75 t"<75 A A > T IP k 3 U° - SC t h 
5eL£Ao 

CH NO : f-APT7PlTf-£A£jL£1“o 


SYSTEM CONFIGURATION * 
~iL-0PiJif!ji 


S 1 n 

H 2 H 

H 31 

NETWORK... m 

MONITOR ID 


GROUP ID 


NETWORK 

SETTINGS... MB 


SNMP SETTINGS... 

BH 


PARALLEL REMOTE... 

BH 

PARALLEL 

REMOTE 


1 PIN... ~ 8 PIN... 

bhi 

PARALLEL 

REMOTE IdTTTI 

POWER... [D3] 

STANDBY MODE 


POWER ON 

STATUS 


DEFAULT CH 


DEGAUSS DELAY 



[D\ 77AA©IS^ - SYSTEM CONFIGURATION W=l- 
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% 1 J1 

H 2 H 

§31 


BLANKING 

SETTINGS... [D4] 

ANCILLARY 

DATA 




VITS BLK 



ON SCREEN SET... [D5] 

FORMAT 

DISPLAY 




POSITION 


= 


CH NO 




POSITION 




CH NAME 


A 


POSITION 


ru 

« 

PASSWORD... HU 

CHANGE 

PASSWORD... EH] 

CHANGE 

PASSWORD [D6TT1 

Y 

II 

M 

I 


APPLY 

PASSWORD... HH] 

APPLY 

PASSWORD ["D 62 TI 

1 

MAINTENANCE... [dt] 




JtTic, X — 3 - — 

*—=L—(D&t)'rc 

• ^#"Ci±#^ — i — (#!l : All) f±, Hffiic 

t-XXo 

• #L<(4 (25^-v) tr'JK/i^ 

v^ 0 

• D=>J f±, ^gSfPftW^fTfe^-i-coS-f-^^LS 

-to r^>J *iELTv>&v>#£-|±, -e C XtS^iifT^T 
Ltto 

[U SYSTEM CONFIGURATION a— 

NETWORK... : t 7 F 7- X (C i & V X- F n> F n- 
/nat6*is^Ltto ->[m 
PARALLEL REMOTE...: ^UVJt-Fn^ Fn- 
*«fB0i&£4:Ltto =>[ra] 

POWER... : MSJAW;^ ftSBSftK i 0*?F,£A 
iDAi^X-X-om^l&SLf-to ^>lD3l 
BLANKING SETTINGS... : X"7 > t > XlcPJi-t&tS: 
L4to ■=>[D4] 

ON SCREEN SET... : BffiKSjS£-£*ti!S£K5£L t 

-fo ^>|D5l 

PASSWORD... : /XX 7- *) 

tto -=>rD6i 

MAINTENANCE... : 7 Y >w-T>XFfJCDl§j££ Ctlx 

■=>[□71 

[m] NETWORK... *-1 — 

MONITOR ID : REA.X -ID No. £AtJ Lito 
01-99 (Hi 01) ^^SiRLf-to 


GROUP ID : Xtl/-7°ID No. £AA Lito 
01-99 CE»ta#B£l±01) i»5)IKLtto 

NETWORK SETTINGS... : IP T FAX, AXt t Ft 
XX, fXtJVFY-F^x^^tgLJto 

A> fDrn 

SNMP SETTINGS... : CONTACT, NAME, 
LOCATION, TRAP £l£5ELt to ^>rDi2l 

[pin NETWORK SETTINGS... YZla- 
IP ADDRESS : IP 7F NX "to 

(± ri 92 . 168 . 000 . 001 J) 

SUBNET MASK : tXJ-7 F vx X £t££L tAo (I 
i§tii#B#l± r255.255.255.000j) 

DEFAULT GATEWAY : f*7 t A F A- F 7 xj £!& 

(OFF, ON) 4-JiJRLiAo (Xifffi 

#B#f± OFF) 

ADDRESS : f 7 t ^ F A— F7xJ AIxTeL ito 

r-.-,-.- («e)J) 

CANCEL :& 5l£$fL3tK£Sr*MfrtHLtfo 
CONFIRM : JgJlL, mgSfutKS*®#, SRLf-to 

[D 12 I SNMP SETTINGS... X~=l- 
CONTACT a — : 5 to 

NEW NAME : AAAA & (20AXtX)o 

ru dj r.j r-j r+j r/j 
r%j r*j r#j rj r$j r(x^-x)j <d i2iiax 

to 

NAME y- a- : (rVM X ID) AISS 

lit„ 

NEW NAME : AAAA & (20AXtX)o 

j£MA§*fs-§-!± ru dj r.j r-j r+j r/j 
r%j r*j r#j rj r$j r(x^-x)j coi2®gt? 

-to 

LOCATION y-~=L- : t£« &9r«fifffcS:ib£Lt-to 
NEW NAME : AAAA & (20AXtX)o 

ru dj r.j r-j r+j r/j 
r%j r*j r#j rj r$j r(x^-x)j <n msx 

to 

TRAP YlZa- : IffRAjlffTfcAlSjEL TAo TRAP1 
t TRAP2 <D 2 frWttDWLfetf'? # 1 1 o 
TRAP1 : IP T F'FX AIxTeL ti“o 

rooo.ooo.ooo.oooj) 

TRAP2 : IP 7 FPX^lgLJto 

rooo.ooo.ooo.oooj) 

CANCEL : ^M, 

Lite 

CONFIRM : ^H, RStLt 

to 
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[d] AXAACDISX - SYSTEM CONFIGURATION FH- 




Ml PARALLEL REMOTE... ^-=l- 
PARALLEL REMOTE 

(ON, OFF) 

OFF) 

1 PIN... ~ 8 PIN... : PARALLEL REMOTE * ON CIS: 
SeLA t £? (D^y H ') I— 1 

SrSIOfatf to ->[HT] 

ID2T1 1 PIN... ~ 8 PIN... Z< — ZL — 

^>mh\ 


1 PIN : CHOI 

2 PIN : CH02 

3 PIN : EXT SYNC 

4 PIN : MONO 

5 PIN : MARKER 

6 PIN : 

7 PIN : Aftt 

8 PIN : TALLY 

[dITTI PARALLEL REMOTE =l- 

PARALLEL REMOTE (1/2) n - 

CHOI ~ 30 : 

Li to 

— - : *1£5e 

UNDER SCAN : T A V- A A y At&tfct i'WH? 
16:9 : 7^^/ Mt£ 16:9 Mt&tJf? t©SIR 

H DELAY : 

V DELAY : 

EXT SYNC : i'Cffll? 

COMB: < L®7-f 

APERTURE : i»©i« 

MONO : 6MWmct£tA?^©)IIR 

PARALLEL REMOTE (2/2) ^~=l- 
BLUE ONLY : Wff-tcDA £Stt 6 (fiM^)^if 

? frnmsi 

R OFF : t©)IJR 

G OFF : li©fcf-A£# v ht^tt'A ^coSTR 
B OFF : WcD H' — A £/7 -y F t ■?> 1 ^ t©3iR 
CHROMA UP : / nvj 12 dB 7 y tt A t LI t<tl 
JR 

MARKER : t7 

tt^©3JR 


TALLY : 9 ') - y> 7t ON/OFF t & t fct t©3tiR 
DEGAUSS : TUT? X9bfti£#f+& frill t©3IR 
POWER OFF : *=■* -<DWMi:\ /A 7 AATtSI 
t&tfct /p©3JR 


♦ » PARALLEL 

REMOTE $81 (17^-v) rjg < /£ 2 V> 0 

[D3l POWER... Pi — IL- 

3Lwmxtitz o , JTSWStFU t 13 ss^Aiit: t § 

— 7 — ©IAIr £i$7e L^to 

STANDBY MODE : MAIN POWER 7/yfiON C 
LAt §cd;|M! (ON, OFF) £SJR L f to 
OFF : 0 £to (IJftti#B#©tS: 

7e) 

ON : X/ A AT A' 0 £to 
POWER ON STATUS : HS®ABT© A fat Af&tt 
1 (LAST, CH) 4-IiJRLT-to 
LAST : i»0*iK* OFF Mt&ltif©tT 270 H 
SU&Otto 

CH : ilgLAA^AAllS^t&O ito 
DEFAULT CH : POWER ON STATUS £ CH U1£5 eL 
tfcllJgStT At;V (01-30) £SJRLi:to (I 
01) 

DEGAUSS DELAY : ! itt Pi L tz tSi A 0 A if 77,£ 
H£&t6£-e©ll#0 (000-255) £Jgfit&o *S 
C0B#f B 1 (#) £A*Ltto (Ii§ffi#B#l± 000) 

Ml BLANKING SETTINGS... X=.j.— 

~t= 7 y^yyKW&'t&Wtfe* Lito 

ANCILLARY DATA : A 0 7 Jlfy ? 

A-?£Slt£AA7 A (OFF, ON) £3JRL f 
•to (Ilf tL#B#(± ON) 

VITS BLK : VITS j; -) 

7tJ6, ^|tf|B]7'7 At X/JtgL^to 

000 - 127 ©fEHtiSbtLf to (Ii§tL#B#i± 000) 


[D5] ON SCREEN SET... jXZLn- 

WffiUSlt&lRS £)iJRLTto 
FORMAT DISPLAY : IfyX A A©gy)tt££3JRL 
it 

AUTO : -7EB#f B mtfi, gS&KncflU&o (lifffi 
fflfOl® 

ON : Ijs'AiKxK^iL&o 
OFF : )Rt£ tA'V^o 


m A7,AA©§§£ - SYSTEM CONFIGURATION 9~zl- 
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POSITION : 

TOP LEFT : tLh 
TOP CENTER : AiftA 
TOP RIGHT : 

BOTTOM LEFT : Cl*tWl$«iB:£> 

BOTTOM CENTER : AtlT 
BOTTOM RIGHT : AT 

= CH NO : A -y > t tAo 

|§ AUTO : -gBfKSTfU g»crfU£o (ZDiffl 

® ON : 'll'UiSA? ixh 0 

ru _ 

UK OFF : ifeE£ti&v> 0 

y. POSITION : A \ > L t Ao 

JJ TOP LEFT : £± 

I TOP CENTER : AlftA 

TOP RIGHT : AT (Ii§ffi#B#cT>t§:£) 

BOTTOM LEFT : AT 
BOTTOM CENTER : AtlT 
BOTTOM RIGHT : AT 

CH NAME : Ay Y Ac 
AUTO : -5 e0#P b 1*^ m&JKmz-Zo (IStH 

ON : 'll'UiSA? i\h 0 
OFF : ti&v> a 

POSITION : I-V's *fr%<D$5ji&m.imSlLt'to 
TOP LEFT : AT CDitWl$©i&£) 

TOP CENTER : AlftT 
TOP RIGHT : AT 
BOTTOM LEFT : AT 
BOTTOM CENTER : AiftT 
BOTTOM RIGHT : AT 

rD6l PASSWORD... 

ax 7- Ao 

AAiftf±4AATO:tiTlfB#l± T9999J 

"to 

CHANGE PASSWORD... : SfLw^y- K£A*L 

fto ^ |D6T1 

APPLY PASSWORD... : t-a.-'JX ho#SgT*A" 

■=> |D62| 

[D6T1 CHANGE PASSWORD... X—3.— 

/A7- K5:^ILito 

ENTER NEW PASSWORD : ffLw^y- 
A 9 y AAA L> ENTER AX X L f Ac 

■=> 1 D61 1 1 


rpeTTI CHANGE PASSWORD — 

$tLvv'?X 7- FAAAL^to 
RE-ENTER PASSWORD : Ftfl« A AC-ftA L A/LX 
7-K£ffJtA*LTENTERAXX£fflL;£Ao ^ 
X7- RAS§S£ JAto 
ITT A & i §; l± MENU 

fD62l APPLY PASSWORD... * = n — 

#7-a-tv«7- K^A^UA&AA? A^lSlSLt 

to 

PICTURE ADJ : YES i Af± NO Ao 

COLOR TEMP ADJ : YES t A(± NO tGIALt Ao 

INPUT CONFIGURATION : YES t Al± NO 

tto 

SYSTEM CONFIGURATION : YES t Al± NO £II}R 
Llto 

INDIVIDUAL ITEMS... : SYSTEM CONFIGURATION 
X — .a — co^g-TH S &-SAL t to ■=> ! D62i | 

INSTALLATION SETTINGS : YES t Al± NO tGIA 
LJto 

FILE MANAGEMENT : YES t Al± NO £II}RLtAo 
CONTROLLER : YES t Alt NO &SJRL£Ao. 

KEY PROTECT : YES t Alt NO £xI}RL t Ao 

| D621 | APPLY PASSWORD =l- 

SYSTEM CONFIGURATION X - jx - <D&M 0 TAX 7 - 
&AA&AA? A£l££L£Ao 
NETWORK : YES t Alt NO £S}RLf to 
PARALLEL REMOTE : YES t Alt NO tTlA Lito 
POWER : YES i Al± NO ttlALt Ao 
BLANKING SETTINGS : YES i A!± NO tGIALt 

to 

ON SCREEN SET : YES t Al± NO £xIiRL t Ao 

[D7] MAINTENANCE... n- 

A— tfXfSA#ffl<75t T > AAXXfllt — a. — 
i Ao 
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[d] 7XAAC0IS® - SYSTEM CONFIGURATION ^Zi- 




- INSTALLATION 
SETTINGS *-il- 



y'y-T'f 's?\ 

ito 

• mLnvmw^&^-u^yTjyvv-f-n'zm'iE-t 

3 (LANDING ADJUST... n— ) 

• wicDGBw^x; iyn-v 

(ALIGNMENT... X- a.-) 

• CRT GDfeTi 5 3EHSnr ?> (DIGITAL UNIFORMITY 
ADJ... X~3— ) 



kf— Uy'y-f'i 'y ToT^fj, rvTil-i- 

US Irffo T < /i $ v^ 0 


INSTALLATION SETTINGS * 

-a-0Pintiii 


s 1 n 

H 2 E 

S3* 

LANDING 

ADJUST... m 

NS 


RESTORE 

FACTORY DATA 

nm 


ALIGNMENT... 

IezI 

ROTATION 


H PHASE 


V CENTER 


HSIZE 


V SIZE 


SUB CONTRAST 


H PIN 


H PIN BAL 


H CORNER PIN 


H CORNER S 


H KEY 


H KEY BAL 


V STATIC CONV 


V CONV TOP 


V CONV BOT 


H STATIC CONV 


RESTORE 

FACTORY DATA 


DIGITAL 

UNIFORMITY 

ADJ... m 

MANUAL... IE3T1 

MANUAL ADJUST 

|E3TT| 

CURSOR H SIZE 

V SIZE 

AUTO FULL 

POINTS ADJ H] 


AUTO ONE POINT 


SIGNAL 


RESTORE 

FACTORY DATA 



E iSBIlf 


INSTALLATION SETTINGS Y— 3— 


45 




JJ,TU> Y — a- — Y — — ito 

X — a — ©Hfr'/c 

• (fS'lJ : All) (±, UffiU 

f±3£X£X4-t!:Ao 

= ♦ wl< li (25^--7) £rj|</:£ 

= V'o 

M • r->j t±, 

IU -to r^>J £f2LTV'£v>J®'g-i±, -?■ 0 

■ L 4 to 

y 

p m INSTALLATION SETTINGS X=.j.— 

1 LANDING ADJUST... : <t Z> tf— A7> 

T* T >X<7)f ti£ff|gL4 to ^[H] 

ALIGNMENT... : Uff cofiflr^tY X, n w?— > 
T,£PI*L4to ^=>[H] 

DIGITAL UNIFORMITY ADJ... : fy^^7t 5 

X 7 COlf® 4- L 4 to ^=>[E3l 

mi LANDING ADJUST... X^a-JftfiSSiOR»lCj:S 
^^'CDtn^lllSU^to 

NS : BffiCDtffeSIThTWH'- A 7 vf 7 YXOtfcSrfffl 
IL^to 

RESTORE FAGTORY DATA : 

Hitt ^> mn 

HU] RESTORE FAGTORY DATA X“il- 

tfll^ liffif sfotgffiLM L i to 
?X<7> Y '7 -fe — ?jt4to 

RESTORE FAGTORY DATA? 

OK : X«{iJ#B#<7)^£«tMt^l± ENTER (Ent) t 
Y > £r# L 4 to 

GANGEL : 

MENU tt y*m L4to 

1H ALIGNMENT... X-n- 

UP/DOWN tt > 4 * i± PHASE Uff CD 

fifittTX, Ot&, n w?-'7-x>A&,h"£lffEL4 

to 


ALIGNMENT (1/3) X=a- 

> t T XcoHff cof£fi^t T X £HIE L 4 to 

ROTATION : -t-^-i4b|fiJ§4fel±, Ttftl^l&gL 
tzt §CDlBfficDlI]3g£ifiIEL4to 
7©f- ^lit^TWify^r A, 7/^/ K A 
X#ac®M§^4to 




H PHASE : Hff W«L 4t» 



V CENTER : HffcDMitfjifi^PIfiLtto 


H SIZE : W««ffi*iISEL4to 


V SIZE : HffcoS$4-fi*L4to 


SUB CONTRAST : W Jfl 

Ltzt^ni's 1-77 FcoU> Y-lit£fIfEL4to 
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E ISBilM - INSTALLATION SETTINGS /H- 




ALIGNMENT (2/3) X-j.- 

ULL f^SrUfULilM 

h pin : x ? kwsels 

-to 



H PIN BAL : i 9 

<D/*y 



H CORNER PIN : X 7 

CHS Li 1 a 


ALIGNMENT (3/3) *—3.— 

V STATIC CONV : w?-yiyxj 

mmLt-to 

V CONV TOP : HfficoXSIcoSitn 7X £fl 

SLfto 

V CONV BOT : HffiWTflScOitltn 7;t-yi'/X £fS 

ILtto 

H STATIC CONV : ^ay^-Vx-'y^k = 

HSLiiA as 

RESTORE FACTORY DATA: - LTV**# Jj 

7 /^/ K JXAt YXTX'cd 
ALIGNMENT X- X iltlffif H®l££fiCM L i 1 1 

t 0 _ t 

'<k<n 7 -7 -t — v /R'Str $ tl i 1“o 

RESTORE FACTORY DATA? 

OK : I®ffiftB#col££fgCilX±§£-(± ENTER (Ent) 

Li -To 

CANCEL: I»fflffiBj0®S£«CJi3av>#£-|± 

MENU XX Li to 



HD DIGITAL UNIFORMITY ADJ... ^“n- 

CRT WfeLL^HSLilA 

n^'ff^-vA-r A, 7/^7 K 
XnD c? C i "To 

MANUAL... : MANUAL of -CHS Li lA =>[H2 

AUTO FULL POINTS ADJ : SONY S7°n- Y'BKM- 
14L4-f£oT, HffiW^M^SrWgCgi&HSLi 

’to ■=> fE3g1 

AUTO ONE POINT ADJ : SONY S7°n-7"BKM-14L 
fcteoT, »RL/LiIS*°Y y mtfcWSLil-o 

■=> [1331 

SIGNAL : HSCte? 6fe(rtWRLit (ISflHHr 
B#f± EXT) o 

EXT : WSEKffi-5®-f-*A 

XjLilA 

INT : 

RESTORE FACTORY DATA: - LT^&ffi- 

fy/rA, 7/^7 K X A Y YX-T Xco 
DIGITAL UNIFORMITY r*- Y 
ttLMLtto 

#CCD 7 -7 -t — v /R'Sfc $ ft. i 1“o 

RESTORE FACTORY DATA? 

OK : I®tmtB#co|££'fgUHXIt^(± ENTER (Ent) 
XX >£# LilA 

CANCEL: I«ffi#B#c/>IS:5£«CB§£ fcv>#£-|± 
MENU ^V^ffLito 


E ISSUE - INSTALLATION SETTINGS Y“n- 
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|E3i I MANUAL... y_o.— 

MANUAL oJAT'R, G, B (D¥ -i > 5: If* L^to 

MANUAL ADJUST : AY Y|f*£Sifr Li "to 

■=> [ E 31 1 1 (#c©lIIij;& ? |fc^£itSf t?, B^IFI^TA^S 
A hifh 'O Sto) 

CURSOR H SIZE : /JAPAE©# - VAAY X (1 ~ 5) 
4’^teLT'To 

§; V SIZE : fiit*|n]<7)*-v;HfTX(l ~5) £t£;eLS 
= 1“° 

^HS 

* RED : CONTRAST KNOB (CONTRAST of«R 
ft ©AY >£fl«t&c) 

^ GREEN : BRIGHT KNOB (BRIGHT of A A G ©AY 

Y It If*© •So) 

BLUE : CHROMA KNOB (CHROMA of^tBW A' 

Y Y£|f*-f.?> 0 ) 

CURSOR POSITION : 1 OKEY (Scft©Y Y (5 AY A 
JLW) t?#- V;P©&fi£Tll©&FP©:#faK:#iH‘ 
So 5 AY YT?#-V;l/£ ON/OFF tSo) 

£EP©7l[q]|C V f IT 

A-VjLJrlK ^ I S 

0 0 0 

<— 0 0 0— ► 

0 0 0 

/ l \ 

LUMINANCE : PHASE KNOB (PHASE of AAffJt 

lelf*© So) 

nsTTI MANUAL ADJUST X=.j.— 

ft - V M4fi© AY Y £ CONTRAST (RED), BRIGHT 
(GREEN), CHROMA (BLUE), PHASE (LUMINANCE) 
of^TifLito #-VA©#t|j{±8MiAY YAfr© 

ito 

RED/GREEN/BLUE SPKiiuaMSlCjPI-riCia 

RED/GREEN/BLUE |f*B#, *j-|£©S MANUAL If* A 
Y Y £#1“ i!f*fii©'fiSUM <0 f to 

jgifi'C^TSEB 

MENU AY Y£# Lfto YA;L£ 

it, MANUAL... Y — 3.— fE3T| A!© it» (mf ©WlS/SUS 

>F$itsSt?, raws: fc 36**13 flu) 

ENTER (Ent) AY Y L f ©o 


y^nIFJUlKBi, ®®©Sa=v£¥*>lilUfclM*ei4 

CHAR OFF AY Y L S -to If* 

LAIA £19 flu tC©£SA£AS Af±, HE CHAR 
OFF AY Y£fl Llto 

HE321 AUTO FULL POINTS ADJ 

SONY IS An — "7" BKM-14L Mot, Bffi©£®tt*JH 
#Ug#)lf*LT1-o 

AUTO FULL POINTS ADJ Y-i-tCASliU, BKM- 
14L 4- OPTION mj-K&BLX < tzZ © c 
JAT©Y y-t — itf i~o 0 A©iS1IjA'Sa£ its 

St?, B#Fb|A'AAS A t if fa <9 Si“ 0 ) 

SET PROBE ON CURSOR 

&©©Jl It? BKM-14L £SfF L, lf*£fro T < © 0 

© HffiTA©*- v;h;bkm- 14L 4-^TSo 

lf*A#}tOf-to lf*A'$)T ©St, ?A©|f*A°Y 
Y F tZt — ~to 

® BKM-14L iiJ-VAXD&mK&Wrt&a 

mmmnztiito 

ItlfilU, * — VA;Ai£;A£iTSIf*A°Y Y F £)iM#Uff* 
Lfto 

©'TT©|f*A|ST1“ S t , INSTALLATION 

SETTINGS Y -a-LHL ff D 

MENU t7>tffLfto If* L tz A— Y AA T Y -t A £ 
it, DIGITAL UNIFORMITY ADJ... Y -j- - ©H >9 f © o 
(StfWHffiUMS ft?, BfFtlA'AAS A t A© d f© 0 ) 

BKM-MLfca-Vil/E^rttlAt 

FA© Y v A— AA'S© $ it, * — v ;P7)t£T&xlJT#j|j L 

S ©o 

DO YOU WISH TO CANCEL? 

CANCEL: LEFT CURSOR 

CONTINUE: RIGHT CURSOR 

lf*£©if©SL: # i±, ^EfllJ © # - V ;WC BKM-14L AST 

f ©o 

DIGITAL UNIFORMITY ADJ... Y - a. - KM *9 f ©o 
!f*£»gt©S t §f±, £«©#- V;WtBKM-14L ASt 

f ©o 

AUTO FULL POINTS ADJ oi-i-CMO f to 

[1331 AUTO ONE POINT ADJ jK“il- 

SONY IS An — Y' BKM-14L Hfct, 3JRLA|f*A°Y 
Y F m A If* Lfto 

AUTO ONE POINT ADJ Y-i-UASmfU, BKM-14L 
4- OPTION SmT-U®i%LT < ti$© 0 
HffiT fi — V Lfto 
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E ISBilM - INSTALLATION SETTINGS A=n— 



gXIg©ilKlc®5o^^^7tt^> 

CURSOR POSITION : 10KEY : icfttt > (5 f 9 > 
m\) r’X-yjKDimzmmt&o 5 #9 >r~%-y)U 
4- ON/OFF t&o 

TO CANCEL : MENU KEY : MENU sK* ^Srfltfc* 
lL/:f- 9 Y J'-fe/l/LTfrwHffiKHSo 

TO CONFIRM : ENTER KEY : ENTER (Ent) f 9 > 
-t sir - 9 imizt & o 

BKM-14L £SfTU aSStfoT < 

© SScfitt > (5 d 9 y JiW) ~c% — y 

'sb^mb L> ENTER (Ent) sRtY^fflto 
P1T<D9 "j ii — V *9 

Ito 

SET PROBE ON CURSOR 

*- K ENTER (Ent) t-£flti 

DIGITAL UNIFORMITY ADJ... 9 -i- 
UM<9 Sto 

© IBffit*©#- V;HCBKM-14L 

HffittSDwaiEtftni >9 Jto HSIfTli IN 
PROGRESS WSEiWfcTtai:* © 7# 

#J L /SfifiU * - V ;L/9 S S <9 S to 
© BKM-14L *#-v;i/©ftltK#s&t*« 

* - v ti £ to aSUfft l± 

IN PROGRESS t *7 $ tU Ja® L tfificoaSt'l* 
7© & t > * - v A'tf 5 ' *?Jt L t to 


PK^HT-rSICIi 

JUS L t{ifi©«fSI?-7iU fdtf Y > Sr»flH2rTK 
ENTER (Ent) 7? Y L f to aS L tz T~ 9 $ 

iU INSTALLATION SETTINGS 9 -a.-KM'O £-f 0 
(SffcoHlBUM-?) i t\ BfFflt'td-?) A t dafe >9 4 to) 


Scf6 #7 ®fp L T 7 0 ENTER (Ent) 7 9 > £ # t 
7 vdto 

ja^^ut-r^icis 

MENU &9>£ffl L i to aS L A 7- 

HU DIGITAL UNIFORMITY ADJ... 9- - a. - CM f) t to 

(SffwHiBUM'S 4 t\ A t dafe *9 i to) 

BKM-14L£*-VJMCEyr#lA£: 

ikn 9 y ft — v tL^TST&^GLU##) L 

ito 

DO YOU WISH TO CANCEL? 

CANCEL: LEFT CURSOR 
CONTINUE: RIGHT CURSOR 

aSSrtffirt&t §ft £§.!]©# -VMC BKM-14L £dT 

-?> o 

DIGITAL UNIFORMITY ADJ... 9- - a. - Ugf *9 S to 
aS £»fct & t § f± , dill OA-V;H; BKM-14L 4- d T 

f to 

AUTO ONE POINT ADJ 9 -a.- KM*) it» 


BiJ©TK7t h*Mr3£Stt 

liffi t Y > (5 tt > Dti) t#3<7)aSt° T > h — V 
;L£#|jjU ENTER (Ent) &9 >$ rfflLfto tWfiU 
BKM-14L V;K79fifiU#ijjt& taS^ff^tLf 

to 

A©#JK4rilft>)iSLT, #S©aS*°Y > 

f to 


HI ISB11E - INSTALLATION SETTINGS 9-3.— 




[E 

- FILE MANAGEMENT 



yXfAf-5'®®#, nU-, ®JE&% ifSrfr? 7 — J-- 
tr-to 


£^ff -C Itto 

• “XfU-X 7 ^^” (SAVE 

TO... Xli-) 

• “XTU- Xj-C "jO" 

tf-rS (COPY FROM... *- 3 .-) 

• “XTU-Xj^'^” 05 *-*«lill®T« (DELETE... 
X-=l-) 

• rS'^r.Y-OirtL/T.ir?) (DATA 
MAINTENANCE... X~ n-) 


FILE MANAGEMENT a -©PH 



gg 1 n 

S2H 

S3I 

SAVE TO... HU 

SAVE TO 

MEMORY STICK 

Em 

MEMORY STICK 

FnTl 

COPY FROM... HU 

OTHER 

MONITOR... EH] 

OTHER MONITOR 

E 2 TU 

MEMORY STICK... 

EIH 

MEMORY STICK 

1 F221 1 

DELETE... EH 

DELETE MEMORY 

stick nm 

MEMORY STICK 

EsTU 

DATA 

MAINTENANCE... EH 

BACK UP SYSTEM 

DATA EUl 


RE-STORE 

SYSTEM DATA 

E3H 


RE-LOAD 

FACTORY DATA... 

E3H 

RE-LOAD 

FACTORY DATA 

nmn 


®fiE.X_n.— 

HT (-> 7 — a. — #^JI|IlC|#lS 7 — J-— Irl&EKl Ltto 

Jrt— a— ©^Lfc'/c 

• ^*^'^7 -.a-Ufftttlf-f- (#!l : All) (t HffiU 

(±i£t 

• !^L< i± (25^-v) £rj£</i$ 

V'o 

• ["■=>] It ^gSMtcD^TTfeY-i-cDS-f-^^Lt 
•to T->J SrlEL-Cv^V'S-g-li, 

Lf to 

E FILE MANAGEMENT ^~o.— 

SAVE TO... : f- =>[fT] 

COPY FROM... : t— 7©n L°- L S to -=>[F2] 
DELETE...: 7 7 T 11 / 4 : HU & L t to =>[ra] 

DATA MAINTENANCE... :yXrAf-HX^r 

t>xiit» -=»rF4i 

ED SAVE TO... jl—n.— 

v Xr Af - 7 £ “7 'J — 7 , -r 7 '7 7 ” UiSYpLito 

■=>IfTT 1 


7t“T't “XT'J-Xr T 7 X" 4- rffiM < /i 

$V'o 

[FTT1 save to MEMORY STICK yza- 

t-7£®#t&7 7 Y;L%£SIRt&;K #rS ,©7 r T 

7L% £fFJS L i to ■=> ! Fi 1 1 1 
NEW NAME : ^lu^Att h (l~20tt)o 
ffiMT? § Si&f-li . _ $ <75 3 USt-to 

tiTTl MEMORY STICK *-3.- 

frmUO 7 -7 -tr — v t'St ?tilto 

OVERWRITE THIS FILE? 

OK : ^Hfft £ i§£- ENTER (Ent) tt 7 L 

f to 

CANCEL : ±# §; £^?t L& MENU tt > 

Lf to 

[F2] COPY FROM... X—3.— 

T— 7 tf— t & 7 r 7 ;v £S}R Lit 

OTHER MONITOR... : fto^E- 7 -cot - 7 £SiRL 

it -=>[FgT] 

MEMORY STICK... : “7 T 'J -77 7 7 7” © 7 7 7 )V 

4 -SiRLito ^>[F22l 
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t-7©SfT- FILE MANAGEMENT 7—3— 




[F2T1 OTHER MONITOR... X-3.- 

CD ID No. -to 

MONITOR ID... : ID No. £AtJ Lite ^ freTTl 

rF2in OTHER MONITOR 

n 7 tlllRL ito 

ALL : ^A- 1 1 3 tf — L tto 

PICTURE PRESET : U 7 F f-^3 tf- 

L tto 

COLOR TEMP : feSJtA- 7 £ 3 if- L it« 

CH MEMORY : A ^ 7t3L7 -t ') -A- 7 £ 3 tf - L t 

•to 

SYSTEM : v 7, A -AI&JeA— 7 1 3 if— L t "to 

[F221 MEMORY STICK... X~=l- 

3tf-AUf£f> Yt'J-XfN;?’ |*JC07rT;l/tS 
iRLt-to ■=t> fF221~| 

| F221 | MEMORY STICK 

3 tf — -t ■2>f — 7 £*BIRLf "to 
ALL : £A- 9 t 3 tf- L tto 

PICTURE PRESET : A 7 F A'— 7 1 3 tf- 

LJto 

COLOR TEMP: fefiJtA- 7 £ 3 if- L Jt» 

CH MEMORY :f t^TJMT'J-f-^43 tf-Lf 

•to 

SYSTEM : yXf Al&gA- 7 £ 3 tf- L tfo 

[re] DELETE... A- 3 .- 

"7A'J -7 A f 3 7” C07rT^tffJPItLt-to 'AlraTI 

rraTI DELETE MEMORY STICK X—d.— 

"7 A ')-Xrf 3 7” c7)7 7T;L^BlJilLt-to 
7 7 TtL^SiRL t"to ^> [F3TT1 

rram MEMORY STICK n- 

L 7 7 A - v $ tit “to 

DELETE THIS FILE? 

OK : ENTER (Ent) A 9 > tff L £ 

•to 

CANCEL : ffj[i££ III? L&vUi£- MENU A7 
ito 


Eg DATA MAINTENANCE... X~=l- 

DATA MAINTENANCE... 9 -J--KX& t £ , /U7- 
K WfSfiElF'Tf Alt- t -to 

BACK UP SYSTEM DATA... : yXf A A— 9 <D “7 

I 7 7” 'MTV* 7 7 T 7 7 s ^TttTt t -to 

^> ETn 

RE-STORE SYSTEM DATA... : yXfAf-^ s “7 
A'J — Xfl7 7' ■=> rF42l — 

RE-LOAD FACTORY DATA... : #*&coU§tW B#<75 §§ 

t'-7^'®c^ttl$tLt-to = 

fRTI BACK UP SYSTEM DATA n- JJ 3 

-r-7*^IT < At(±> TIN PROGRESS -J #^$*1 f-J * 

a*j£«L£-to (,-r- 9 o it ft 

T-tSt-C-ioftt < ) » 

fF42l RE-STORE SYSTEM DATA * = :l- 

$: A> 7 7 -tr — v /t'ilit $ ;|i > A— 7 A>|% A tL L <7)?t f&^fr 

t lit "to 

ALL DATA WILL BE RESTORED 
AND MONITOR WILL RESTART 
ARE YOU SURE? 

OK : i%<Att5-ti§£7± ENTER (Ent) A7 > tff L tlA 

T-?<Dm&iuL»7&, ^=-9~\±mm\mm% 

Llto 

CANCEL : MENU A7 > t#Lt 

•to 

DATA MAINTENANCE... 7 - 3 - - UM <9 i 1“ 0 

IF431 RE-LOAD FACTORY DATA... X-3.- 

73 7 I t-SI/ttS t > £;JiAAtJT7"7°7-CD#X 

«wx*tH#i^o7'-^**Sc*ai$iLt-to 

SLOT2 ~ SLOT6 ^GSiRL f-to SLOT5 f± VIDEO A- 

7£ BLANKING A- 7 Kfr/HiTV't-to ^> [F43T\ 


E 


—ACDftfF- FILE MANAGEMENT 9 — 3 .— 
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rF43i1 RE-LOAD FACTORY DATA X- a — 

5''fr-'^ s SS§ii„ w — 9 cOgS&tiJ LcDfitfl^r U 

£-f a 

DATA RESET TO 
ITS FACTORY SETTING 
AND MONITOR WILL RESTART 
_ ARE YOU SURE? 

EE OK: m&fc-fWi'kli ENTER (Ent) Y > L t to 

= r- 9 <Dm&m urriu 

a# Lito 

ru 

ID CANCEL : &vUi£-(± MENU Li 

Y 1“o 

,1 1 RE-LOAD FACTORY DATA... ^ -ju-hzU'O it o 



- STATUS 



■If 4- It Wt & t # iz f£ 7 j. - a. — -Cf o 

STATUS Y-i-U(± 2 Bffi* »K J^TW'lf 
T1“o 

xny ay^makt^ 

(STATUS (1/2) Y-H-) 

• (□^hn-JU 

cH-raiiia^ssTa (status 

(2/2) y-=L~) 


STATUS n-0PiHtIji 


m i n 

H 2 H 

CH STATUS...HH 

CH 

OP 

IN 

FORMAT 

NAME 

SLOT STATUS HH 

MODEL NAME 

SERIAL NO 

MODEL NAME 


SERIAL NO 


SOFTWARE VERSION 


OPERATION TIME 


CRT TURN ON TIME 


IP ADDR 


CONTROLLER STATUS...fG3l 

MODEL NAME 

SERIAL NO 

SOFTWARE VERSION 

IP ADDR 


52 


[g] i>1S^O^ - STATUS *-=L- 



JATU, X — . 3 . — IHf-JiIKUffii&x — a-~ LJto 

x—n-—(D%ftrc 

• t#t'f±#X — ($1 : All) (±, HffiU 

tto 

• #L< !± (25^-v) £tjg</£;x 

V^o 

• rt>j i±, Lt 

•to t=>J i!2LTV'5:v^li, tit'tSSSfT^T 

Lf to 

m STATUS y-^- 

STATUS (1/2) i tz f± STATUS (2/2) ip b SIR L t to 

STATUS (1/2) y-n — 

CH STATUS... : LTi^t A A*AKWt*fiffR 

t'St^^Tto =>[gT] 

SLOT STATUS... : t7'y 3 AX n y 1 #-t 1 ~ 3 
(OPTION1 ~ 3) US# $ tit t tv 3 X <7)-If IRt'S 
7FZ fit to =>|G2l 

HD-SDI/D1 ... : BKM-61D 
SDI/COMPOSITE... : BKM-62HS §sg* 
COMPONENT... : BKM-68X 
EMPTY... : ttgjf 

STATUS (2/2) X—3.— 

{TLTv^a^X-) to 

MODEL NAME: 

SERIAL NO : ■=&— X — </> v ') Tilff 

SOFTWARE VERSION : t^-©V7)')i7® 

A?— V 3 X 

OPERATION TIME : A - 9 -(DMWmffi OtP) 

CRT TURN ON TIME : A ^ 9 -<D CRT ffifflBfPsI (R# 

W) 

IP ADDR : A — 9 — (D IP T FT A 

CONTROLLER STATUS... :Sftltvt3>)n- 

V-(7BBt^-|fa^^t t>[G3l 


foil CH STATUS... X-j.- 

LTV'Sft x t AUMtMiffitSt^ttto 

80-89, 91 -97 ft XtAtfi, ffl 0 £>*VCV'£|*| 

fg/FSt $ fit to 

CH : Aa X A Att 

OP : ttv 3 XX n y h #-§- (OPTION1 - 3) 

IN : 

FORMAT : F 

NAME : A A A t At 

80-89, 91 -97 A A XtAtf±#J9 St^jiTvt 

L to 

[G2| SLOT STATUS t-n- 

ttvs XXUy F#-f-l~3 (OPTION1 — 3) 
tt tv 3 A COtf ^jiito 

MODEL NAME : A A At 
SERIAL NO : v'J 7Aff 

[G3l CONTROLLER STATUS... t-n- 

ftftLTvtn> ln-7- (S#LTV^^- X-) U 
HIT t h ‘If £ tt £ t o 

MODEL NAME : Air At 
SERIAL NO : v 9 7Aff 
SOFTWARE VERSION : 7 7 17i7 c/ja?— v a A 
IP ADDR : IP T FAX 


[g] - STATUS Axil— 



m hn-5-cDiS$ 

- CONTROLLER 


mm 

-t^X-ny bu-)l'3--y F BKM-15R SrgfcL **§£-, 
n> hn-7-®^'; FT-Xco IS jeTJtd 

(^y 

BVM-A14F5U/A14F5M/A14F5A ^n>t-n-7-tlt 
NETWORK SETTINGS... Y -xx- t 
NETWORK SW X xixx-tiJIJRTT A i (it: § f -tLAo 

• (MONITOR 
ID DISPLAY X-n-) 

• □ ;/ hD-^-GD IPT'KbX, ^7h7T^ ?' 
^TiUh'r'-F^xY^iSS-r?) (NETWORK 
SETTINGS... X~x-) 

• oy hD-^-CD NETWORK 
?Z> (NETWORK SWXU-) 


CONTROLLER ^ “ zL-0PiHtlji 


SI 1 n 

SI 2 H 

H 3 I 

MONITOR ID 

DISPLAY EH 



NETWORK 

SETTINGS... El] 

IP ADDRESS 


SUBNET MASK 


DEFAULT GATEWAY 


ADDRESS 


NETWORK SW 



SNMP SETTINGS... 

EH 

CONTACT 


NAME 


LOCATION 


TRAP 



UTIL, X — a. — IHF IE t- fill& X — ji— Tl&EjFI Ltto 

^ — a— ©Mfe'Tc 

• (#!l : All) (±, HffitC 

HTA 0 


♦ ffU 14 (25^-v) £rj |</f$ 

Wo 

• T^J (±, KSSfTfl;cofMT7feY-i-co#^-4 -^Li 
"To T^>J T hB L "C w vAJl'n'ti., -f - o_ T r 'Hx 5 Ete'fT^ 7 cT" 
l^to 

E] CONTROLLER X“ a— 

n y F n- 7 -© 4-7 F Acof&gSrff o X 

MONITOR ID DISPLAY : NETWORK X T 7 T T LAN 

Y -SIRS^cDS^ftSrlS: 

Sltto ^>fHT 1 

NETWORK SETTINGS... : NETWORK SETTINGS X 
— a-— TSXL itc l = 4 > l H 2 1 

NETWORK SW : NETWORK X T y 

(LAN, PEER TO PEER) TSXLiTo 
BVM-A 14 F 5 U/A 14 F 5 M/A 14 F 5 A (Cf± NETWORK 
XT 7 fAF j; < 1 LAN T-— Kt:SMTLTV^ 7 LJ 6 , 
BVM-A 14 F 5 U/A 14 F 5 M/A 14 F 5 A ^ 37 ) 0 - 7 - 
t LTj£MT&i§^!±Sx£ti£-£A 0 
SNMP SETTINGS... : CONTACT, NAME, 
LOCATION, TRAP £1£)eL3:To ^>lH 3 l 

EH MONITOR ID DISPLAY X—d.— 

NETWORK X 4 ?f^ LAN ITf&g L tztk&<D*:-9 ~M 
£ !&£ L i T o 

BVM-A 14 F 5 U/A 14 F 5 M/A 14 F 5 A (C (± NETWORK XT; 

LAN T-— KT'lMTLTV'>- 2 > A:J 6 , BVM- 
A 14 F 5 U/A 14 F 5 M/A 14 F 5 A TnyFn-y-i LTffifflT 
-6#^i±#tcia£Bri6T?-to 
ON : #tc^ OTffi#B#cot§:;© 

AUTO: 'JTI- TSU± 

OFF : 

El] NETWORK SETTINGS... X~x- 

IPTFLX, +F x"T y F xx X , f 7 t;H X- 17 x 4 
TISSLiTo 

IP ADDRESS : IP 7 FLX TtS^L i i~ 0 ( IStti # 0 # 
(± ri92.168.000.100j) 

SUBNET MASK: +FXT 7 F vx X TISSL tlx (I 
r 255 . 255 . 255 . 0 J ) 

DEFAULT GATEWAY : f 7 * )V F r- F X ^ 4 S-fg 
(OFF, ON) TJiJRLSTo (lifffi 

#B#(± OFF) 

ADDRESS : f’7 1 )I F X— F7x4 TIxTeL a 

(ii§ffi# 0 #i± r-.-.-.- (i)I§:S)J) 

CANCEL : £M, 

"to 
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El □ > F-D-T-CDISX - CONTROLLER 4~ zl - 



CONFIRM :& futKSSrflfcfiU KWtLZt, 


b*^ll 

BKM-15R co NETWORK X-f7f^ PEER TO PEER (;1£ 

SL/LilKK IP 7 

ri92.168.000.100j 

NETWORK 7 7 o A £ LAN K m^t St, § fitz IP 
7 0 itc 

EH SNMP SETTINGS... ^“n- 

CONTACT y- a- : ^ffl*f£#co-|f*^IS:£L £ -to 
NEW NAME: frS<D£tu (20#^£7)o 

rii)ipei*,rdij-ii ru dj r.j r-j r+j r/j 
r%j r*j r#j rj r$j ru^-7)j co 1211*7 

to 

NAME j. - : wmmotim (T'U 7 ID) 

Lite 

NEW NAME: Z> (20 £^£7% 

ru dj r.j r-j r+j r/j 
r%j ru r#j rj r$j ru^-7)j co 12 set? 

to 

LOCATION X- a- : l£fi±§p)TCO-IffR£ hx 5 e L £ "T o 
NEW NAME : |/fS.co^|ff4-A*1-^ (20 27?£7)o 

wij-esaAi-y-ii ru dj r.j r-j r+j r/j 
r%j ru r#j rj r$j ru^-7)j co 1211*7 

to 

TRAP^-il- : 1f|R(7jiJf^4-I§:SL£1-o TRAP1 
t TRAP2 co 2 # £ to 

TRAP1 \ l?r YVXtm.Ti.Ltto CEi§tii#B#f± 

rooo.ooo.ooo.oooj) 

TRAP2 : IP 7 KP7^1£L£to Cr«tWl$l± 

rooo.ooo.ooo.oooj) 

CANCEL : $|t7E t A nx7E.A HU COffi KlPc 

L £1“ 0 

CONFIRM : JEIL MBifcU £ 

-to 


[Q*-n‘.yi7tS$-KEY 
PROTECT X-j.- 



#ais£« s t 0 tzm&t & 7 - ^ -7 


[U 

1# 

tl^6 ^“ZL— y 

n 

JATK> £ — jx — — jx — L £i“ 0 ^ 

P<— a— (D%,h'T£ 

• 3f:#7i±#7 — i-tCttltAIHI- ($1 : All) l±, HffilC 

Ji£hTA 0 

♦ !^L< (± r^-jL-S-tiiov^rJ (25^-7) £rjg</i£ 
vy 

r^J l±, I§:SSfTi;cofMT7fc7-i-co#^4-^L£1-o 
r^J SriEL7v>£v>«£-|±, A 7 7lS:Si'fT^7 L £ 

■to 

n KEY PROTECT ^~=l- 

ON : 7-7-±c0sK7 7 7^ 

>*!&<) /7«L£< fcij, ftHcOY 

OFF : A-n-y 7£»l£L£to 


D] A-D7 7I3® ~ KEY PROTECT Ana— 
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iiW 



i±m 


-m 

ff-f-TS 15.625kHz ~ 45kHz (ffNffliT 57 

<75 rMJS'fS-f'V^'rAj £rjt</i£ 
V'o) 

CRT 

as HR h ink, TX^X hit 4 : 3 

AGtTyT 0.25mm > 90” fH I&] > 029.4mm 
-i y 7 T > a y 

Mt 16 : 9 CO t § : 

267.5 x 150.5mm (ipI/S§) 
ft ft 306.9mm (12 Vs S) 

77^? hit 4 : 3 <75 1 § : 

267.5 x 200.6mm (ip@/B$) 

Itfft 331.6mm (13 Vs S) 

CRTffill EHT iSJf 7 4 7' 

“^77 7 B$H9 
KJ30^ 

77- KWEE 

25kV (CRT ii'y Y* 7 W) 

feJSS. (TlMi) 

EBU fbfcft 



X 

y 

R 

0.640 

0.330 

G 

0.290 

0.600 

B 

0.150 

0.060 


■ ± 0.007 JUT 

«#** 170W 

(SUtc 0 <75 7 X" XT B#) 

U® AC100 - 240V 

1.8-0.8A, 50/60 Hz 
KM K) 27kg 


37(0-* OPTION : MINI-DIN 8 R° > OH) x 1 
PARALLEL REMOTE : 

D-sub 9 OH) x 1 
SERVICE : D-sub 9 R° > (ft) x 1 
LAN (10 BASE-T/100 BASE-TX) : 
RJ-45 x 1 


dg mfrmm 
dp (a^fiffi) 

m&mm. 


5% JXI*J (WJ t 0 ~ 100cd/m 2 ) 

5° JAW (ffJt 0 ~ 100cd/m 2 ) 

48Hz ~ 30MHz + ldB/ - 3dB 
A'7/#-fM 

APL10 ~ 90% (DXIjm^itKnU a 

v^ovnmm i% jat 


mm 

SfiflM&BJM 650 n s JAT 

3.77 ix s JUT (1 080/601 > 1035/601 if If B#) 

WM* 

7 -74/4 "7 > 

CRT 5% * - /■?- X A 7 > 

(CRT%a)Hffi<75± 10%) 

7 > X- X A 7 > 

CRT 3% 7 > X- X A 7 > 

(CRT^T*frBffiW± 10%) 

SiHtt HffiS<75|(j 

0.5% J/LpkJ> R^TKJ1% 

D6T D65> D93 (ffiWfeSJKlC 

3>7-yT>XX7- 

: 0.4mm JAT> 

T<75iiil : 0.7mm JAT 

f§vOT)f 100cd/m 2 (lVp-p 100% Sfeif 

-f-ASB#) 

7X X — TV XT/tTE 

SUB Si <75 1% JAT (100cd/m 2 <75 H° — X ff 
JtT 10 ~ 90%APL m 

MfJf 600TVT (16:9) > 800TV T (4:3) 


1±« 


56 




SJ$ 0 ~ 35 °C 

20 ~ 30 °C 

SJt 0 ~ 90% KT (£S»<7)WA t) 

fCEE 700 ~ 1060hPa 

\m • m&kft 

fijg -10-40 °C 

fSffi 0 - 90% 

fCEE 700 — 1060hPa 


ACfCiT-K (1) 

3I-»2SM7’7^ (1) 

AC7'7^;1/^'- (1) 
ta-X (1) 

9 ') -7°V - b (1) 

4:3-77? (1) 

( 1 ) 

K (1) 

AT f bfTiWf (1) 

mm (1) 

«t± rsaifinrLmusc 61000 - 3-2 ii^-p n pj x~f a 
«<7)ft«4o X Willi, em<Wa6T§& < h a 

t Tib 0 i TT\ AT XPc < 7tf $ v^ Q 


A ©gill, ‘If 

(VCCI) <7)»ip 1C*T< ??7 A -If HSffSfi-ATo A 

nmm mmmi -t&t mmm * 5 1 § e a - 1 - a 

iTibO itc AcoliTl71if£ffl#Tji't0^i ; ]-*4-S-f 
<£ A fcTib 


2415(1^ b 2. 5= A 


^~7\~T L \%$. Ji 

passim/ 

17 b— A 

Ab-A 

Ab— Ab— h 
(Hz) 

xxvyjji t 

A A'/ A hht 

AAAA-K 

H®±©S7r; * 3 

575/501 

625 

575 

25 

2:1 4A?-b-X 

16:9/4:3 

Rec.ITU-R BT.601 

575/501 

480/59.941 

525 

483 

30/1.001 

2:1 4 A^-b-X 

16:9/4:3 

Rec.ITU-R BT.601 

480/601 

576/50P 

625 

576 

50 

•fuiTVy y/ 

16:9/4:3 

Rec.ITU-R BT.1358 

576/50P 

480/59.94P 

525 

483 

60/1.001 

•fuyv-y >7* 

16:9/4:3 

SMPTE 293M/ 

Rec.ITU-R BT.1358 

480/60P 

1080/24PsF 

1125 

1080 

24 

2:1 4 >?-b-X 

16:9 

SMPTE RP211 

1080/481 

24/1.001 

1080/50I' 1 

1125 

1080 

25 

2:1 4 >?-b-X 

16:9 

SMPTE 274M 

1080/501 

1035/601 

1125 

1035 

30 

2:1 4 >7-b-7, 

16:9 

SMPTE 240M/ 

SMPTE 260M/ 

BTA S-001B 

1035/601 

30/1.001 

1080/60I* 2 

1125 

1080 

30 

2:1 4 >?-b-X 

16:9 

SMPTE 274M 

1080/601 

30/1.001 

720/50P 

750 

720 

50 

?D?l/7 >7* 

16:9 

SMPTE 296M 

720/50P 

720/60P 

750 

720 

60 

4d?V 7 y/ 

16:9 

SMPTE 296M 

720/60P 

60/1.001 


* 1 1080/25PsF 
* 2 1080/30PsF U&Sffl 

* 3 §, ^JSL*vHt-§-'>X7 i AOtSI±IIH±O#^liN0SYNC t%>) 41“o 
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English 


WARNING 


To reduce the risk of fire or electric shock, 
do not expose this apparatus to rain or 
moisture. 

To avoid electrical shock, do not open the 
cabinet. Refer servicing to qualified 
personnel only. 

WARNING 

THIS APPARATUS MUST BE EARTHED. 


AVERTISSEMENT 


Afin de red u ire les risques d’incendie ou d’electrocution, 
ne pas exposer cet appareil a la pluie ou a I’humidite. 

Afin d’ecarter tout risque d’electrocution, garder le coffret 
ferme. Ne confier I’entretien de I’appareil qu’a un 
personnel qualifie. 

AVERTISSEMENT 

CET APPAREIL DOIT ETRE RELIE A LA TERRE. 


WARNUNG 


Um die Gefahr von Branden Oder elektrischen Schlagen 
zu verringern, darf dieses Gerat nicht Regen Oder 
Feuchtigkeit ausgesetzt werden. 

Um einen elektrischen Schlag zu vermeiden, darf das 
Gehause nicht geoffnet werden. Uberlassen Sie 
Wartungsarbeiten stets nur qualifiziertem Fachpersonal. 

WARNUNG 

DIESES GERAT MUSS GEERDET WARDEN. 


WARNING 

1 . Use the approved Power Cord (3-core mains lead) / 
Appliance Connector / Plug with earthing-contacts that 
conforms to the safety regulations of each country if 
applicable. 

2. Use the Power Cord (3-core mains lead) / Appliance 
Connector / Plug conforming to the proper ratings (Voltage, 
Ampere). 

If you have questions on the use of the above Power Cord / 
Appliance Connector / Plug, please consult a qualified service 
personnel. 


For the customers in USA (BVM-A14F5U) 

This equipment has been tested and found to comply with the 
limits for a Class A digital device, pursuant to Part 15 of the 
FCC Rules. These limits are designed to provide reasonable 
protection against harmful interference when the equipment is 
operated in a commercial environment. This equipment 
generates, uses, and can radiate radio frequency energy and, 
if not installed and used in accordance with the instruction 
manual, may cause harmful interference to radio 
communications. Operation of this equipment in a residential 
area is likely to cause harmful interference in which case the 
user will be required to correct the interference at his own 
expense. 

You are cautioned that any changes or modifications not 
expressly approved in this manual could void your authority to 
operate this equipment. 

All interface cables used to connect peripherals must be 
shielded in order to comply with the limits for a digital device 
pursuant to Subpart B of Part 15 of FCC Rules. 

WARNING 

Using this unit at a voltage other than 120 V may require 
the use of a different line cord or attachment plug, or both. 
To reduce the risk of fire or electric shock, refer servicing 
to qualified service personnel. 

For the customers in Canada (BVM-A14F5U) 

This Class A digital apparatus complies with Canadian ICES- 

003. 

Pour les utilisateurs au Canada (BVM-A14F5U) 

Cet appareil numerique de la classe A est conforme a la 
norme NMB-003 du Canada. 

For the customers in Europe (BVM-A1 4F5M/BVM- 
A14F5A) 

This product with the CE marking complies with both the EMC 
Directive (89/336/EEC) and the Low Voltage Directive (73/23/ 
EEC) issued by the Commission of the European Community. 
Compliance with these directives implies conformity to the 
following European standards: 

• EN60950-1: Product Safety 

• EN55 103-1: Electromagnetic Interference (Emission) 

• EN55 103-2: Electromagnetic Susceptibility (Immunity) 
This product is intended for use in the following 
Electromagnetic Environment: E4 (controlled EMC 
environment, ex. TV studio). 
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Pour les clients europeens (BVM-A14F5M/BVM- 
A14F5A) 

Ce produit portant la marque CE est conforme a la fois a la 
Directive sur la compatibilite electromagnetique (EMC) (89/ 
336/CEE) et a la Directive sur les basses tensions (73/23/ 
CEE) emises par la Commission de la Communaute 
europeenne. 

La conformite a ces directives implique la conformite aux 
normes europeennes suivantes: 

• EN60950-1: Securite des produits 

• EN55 103-1: Interferences electromagnetiques 
(emission) 

• EN55 103-2: Sensibilite electromagnetique (immunite) 
Ce produit est prevu pour etre utilise dans I'environnement 
electromagnetique suivant: E4 (environnement EMC controle, 
ex. Studio de television). 

Fur Kunden in Europa (BVM-A1 4F5M/BVM- 
A14F5A) 

Dieses produkt besitzt die CE-Kennzeichnung Und erfullt die 
EMV-Richtlinie (89/336/EWG) sowie die 
Niederspannungsrichtlinie (73/23/EWG) der EG-Kommission. 
Angewandte Normen: 

• EN60950-1: Sicherheitsbestimmungen 

• EN55 103-1: Elektromagnetische Vertraglichkeit 
(Storaussendung) 

• EN55 103-2: Elektromagnetische Vertraglichkeit 
(Storfestigkeit), 

fur die folgenden elektromagnetischen Umgebungen: E4 
(kontrollierter EMV-Bereich, z.B. Fernsehstudio) 
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Chapter 1 Overview 


Overview 


Precautions 


On safety 

• Operate the unit only with a power source as specified in 
“Specifications” section. 

• The nameplate indicating operating voltage, power 
consumption, etc., is located at the rear. 

• Should any solid object or liquid fall into the cabinet, 
unplug the unit and have it checked by qualified 
personnel before operating it any further. 

• Do not drop or place heavy objects on the power cord. If 
the power cord is damaged, turn off the power 
immediately. It is dangerous to use the unit with a 
damaged power cord. 

• Unplug the unit from the wall outlet if it is not to be used 
for several days or more. 

• Disconnect the power cord from the AC outlet by 
grasping the plug, not by pulling the cord. 

• The socket-outlet shall be installed near the equipment 
and shall be easily accessible. 

On installation 

• Allow adequate air circulation to prevent internal heat 
build-up. 

Do not place the unit on surfaces (rugs, blankets, etc.) or 
near materials (curtains, draperies) that may block the 
ventilation holes. 

• Do not install the unit in a location near heat sources 
such as radiators or air ducts, or in a place subject to 
direct sunlight, excessive dust, mechanical vibration or 
shock. 

On cleaning 

To keep the unit looking brand-new, periodically clean it 
with a mild detergent solution. Never use strong solvents 
such as thinner or benzine, or abrasive cleansers since they 
will damage the cabinet. As a safety precaution, unplug 
the unit before cleaning it. 
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On repacking 

Do not throw away the carton and packing materials. They 
make an ideal container which to transport the unit. When 
shipping the unit to another location, repack it as 
illustrated on the carton. 

If you have any questions about this unit, contact your 
authorized Sony dealer. 

On rack mounting 

When the monitor is mounted on a rack, the temperature 
around the monitor may rise due to heat generated from 
other equipment and reduced air circulation, causing 
damage to the monitor. To prevent this, keep the space 
around the monitor (1U or more space above and below 
the monitor), and install a ventilation fan or take other 
effective countermeasures so that the temperature around 
the monitor is within the specified range: operating 
temperature range of 0 to 35 °C (32 to 95°F). 

On magnetism 

• Do not place the unit near any objects or pieces of 
equipment which generate magnetism, such as magnets, 
speakers, electric clocks, toys using magnets, health 
appliances, etc. Magnetism will cause picture bounce, 
oscillations or picture discoloration. 

• Also, the picture may become fuzzy or the colors may 
not reproduce correctly due to earth magnetism. This 
depends on direction that the unit is installed. This is not 
equipment failure. In such a case, simply degauss the 
unit. 


Overview 


On the CRT 

• Dust accumulates on the CRT easily. Clean the CRT 
when necessary with a soft cloth. 

The surface of the CRT is easily scratched; therefore, do 
not rub or touch the surface of the CRT unnecessarily 
since this may result in a scratched picture tube. 

• If you touch the surface of the CRT, you may feel a weak 
electrical shock. This is simply static electricity that is 
generated on the surface of the CRT. It will not affect the 
human body. 

On displaying the 4:3 signal 

The 16:9 mask has been attached to the BVM-A14F5U/ 
A14F5M/A14F5A at the factory. If the 16:9 button is 
pressed to change to the 4:3 aspect mode in this condition, 
the upper and lower portions of the image is hidden by the 
mask. To display the 4:3 image, replace the 16:9 mask 
with the supplied 4:3 mask. 

For details, see “Installation of the 4:3 Mask” on page 19. 


The BVM-A14F5U/A14F5M/A14F5A is 14-inch 1 ) 
Trinitron® 21 Color Video Monitor. They are suitable for 
television stations or video production houses, where 
precise image reproduction is required. 


Features 

Multiformat 

The monitor supports the principal formats (480I/480P/ 
720P/1080I) for the digital broadcasts, NTSC and PAL 
color systems whose horizontal frequency is between 
15.625 kHz and 45 kHz. 31 

High resolution picture tube 

The HR Trinitron picture tube produces a clear, high 
resolution image. 


Aperture 

Resolution at the center 
of the picture 

0.25 mm 

800 TV lines (4:3) 

600 TV lines (16:9) 


Remote control function in the network 
connection (Ethernet control) 

Up to 32 monitors and control units (max. 4) can be 
connected by the Ethernet (lOBASE-T/lOOBASE-TX) 
connection. You can control individual monitors or 
monitor groups simply by entering monitor ID or group ID 
No.. You can also execute the same operation on all 
connected monitors, or put all connected monitors into the 
same setup and adjustment state. 


1) 14-inch refers to the CRT size of the monitor. For effective picture size, see “Specifications” on page 59. 

2) Trinitron® is a registered trademark of Sony Corporation. 

3) For details on the signal format, see “Available Signal Systems” on page 55 and “Available Signal Formats” on page 56. 
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Setup and adjustment with the “Memory Stick” 

You can use a “Memory Stick” to save and load monitor 
setup and adjustment data. If your system includes more 
than one monitor, you can use the “Memory Stick” to 
exchange data between monitors. This makes it easy to put 
all monitors in your system into the same setup and 
adjustment state. 

Auto chroma/phase/matrix and white balance 
functions 

The chroma, phase and matrix of the decoder are 
automatically adjusted with the auto chroma/phase/matrix 
function and the color temperature is automatically 
adjusted with the auto white balance function by using the 
BKM-14L Auto Setup Probe, etc. 

Safe area display 

The safe area display function equipped as standard 
displays the important image area. 

Expandable input capability 

The input connector configuration can be easily modified 
by simply inserting the optional adaptor into the input 
option slot at the rear of the monitor. Up to three adaptors 
can be installed. 

Stable color temperature 

The internal beam current feedback circuit maintains a 
constant color temperature over long periods of time. 

Blue-only mode convenient for monitoring 
noise 

All three CRT cathodes can be driven with a blue signal, 
producing a monochrome display. This mode is 
convenient for chroma and phase adjustment, and for 
monitoring VTR noise. 

Matrix selection 

The ITU601 , ITU709 and SMPTE 240M matrix modes can 
be selected for individual input signals. The individual 
matrix data can be memorized in USER1 to 5 by adjusting 
the auto chroma/phase/matrix. 

Digital uniformity circuit 

Uniform white can be reproduced on every point of the 
screen, even in the peripheral area, thanks to the built-in 
digital uniformity circuit. The uniformity can be adjusted 
to match the installation conditions of the monitor. 
Automatic adjustment is also possible using the optional 
BKM-14L auto setup probe. 

Other features 

• Has relay contact parallel remote control connector. 

• Built-in test signal generator for crosshatch, 100% white 
signal, 20% gray signal, gray scale, and PLUGE (Picture 
Line Up Generating Equipment). 

• H delay/V delay function for checking of the horizontal 
and vertical synchronization signals. 

• Auto and manual degaussing. 

• Built-in CRT protection circuit. 


• Remote Maintenance function for checking the device 
information (Model Name, Serial No, IP Address and 
Software Version) and error information by connecting 
to Sony e-Support System with an SNMP protocol. 


Options 

For external control 

BKM-15R Monitor Control Unit 

A controller, allowing control of B VM-A series monitor. 
A controller, allowing you to control multiple monitors 
from one control unit. 

BKM-14L Auto Setup Probe 

A probe, allowing the automatic adjustment of the 
monitor’s color temperature. 

The probe is also used for white uniformity adjustment. 

Input adaptors 

The input connector panel is configured by sliding the 
optional decoder adaptor or input expansion adaptor into 
the input option slot at the rear of the monitor. Up to three 
adaptors can be installed to the monitor. 

The input signal type for each connector of the adaptor is 
set with the INPUT CONFIGURATION menu, in 
accordance with the configuration of the connector panel. 


Note 


When installing the adaptor, be sure to perform the 
necessary input signal setup with the INPUT 
CONFIGURATION menu. If the setup is not performed, 
the adaptors may not function correctly. 

For information about the INPUT CONFIGURATION 
menu, see “ [c! Setting the Input Configuration - INPUT 
CONFIGURATION Menu” on page 34. 

BKM-61 D SDI/Analog Multi Input Adaptor 

Includes decoders for serial digital signals (525/625 
component and NTSC/PAL composite) and analog 
composite signals (NTSC/PAL/PAL-M/SECAM). Input/ 
output connectors for two serial digital channels and three 
analog channels are equipped. 


Note 


The signal from the MONITOR OUT connector of the 
BKM-61D does not satisfy the ON-LINE signal 
specifications. 
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BKM-62HS HD SDI/SDI Input Adaptor 

Includes a decoder for HD serial digital signals and serial 
digital component (525/625) signals and input/output 
connectors for two serial digital signal. Dual-Link input is 
also available for HD serial digital signals. 


Note 


The signal from the MONITOR OUT connector of the 
BKM-62HS does not satisfy the ON-LINE signal 
specifications. 

BKM-68X Analog Component Input Adaptor 

Analog component signals or analog RGB signals are 
input. Input/output connectors for one channel are 
equipped. 


Connector Panel Configuration 

By adding the optional decoder adaptor or input expansion 
adaptors, the input/output connector panel can be 
assembled in a wide variety of configurations. The signals 
that each of the adaptors’ connectors supports are given in 
the right table. The type of signal to be applied to each 
input/output connector is set with the INPUT 
CONFIGURATION menu. 


Note 


The BKM-61D cannot provide proper active-through 
outputs if a signal whose input No. format is not selected in 
the INPUT CONFIGURATION menu is input. (If AUTO 
is selected, input a signal which has the same format with 
the signal monitored last.) 

For information about the INPUT CONFIGURATION 
menu, see “ fC] Setting the Input Configuration - INPUT 
CONFIGURATION Menu” on page 34. 


Input 

signal 

Input 

Adaptor 

SDI / 

Analog 

Multi Input 

Adaptor 

BKM-61D 

HD SDI/SDI 
Input 
Adaptor 
BKM-62HS 

Analog 

Component 

Input 

Adaptor 

BKM-68X 

Serial 

Digital 

Input 

Component 

525/625 

O 

O 


Composite 

NTSC 

O 




Composite 

PAL 

o 




HD-SDI 


O 


Analog 

Input 

Composite 

NTSC 

o 




Composite 

PAL 

o 




Composite 

PAL-M 

o 




Composite 

SECAM 

o 




YPbPr 525/ 
625 



O 


GBR 525/ 
625 



O 


Y/C NTSC 

o 




Y/C PAL 

o 




Y/C PAL-M 

o 




Y/C SECAM 

o 




YPbPr/GBR 

1080/481 



o 


YPbPr/GBR 

1080/501 



o 


YPbPr/GBR 

576/50P 



o 


YPbPr/GBR 

480/60P 



o 


YPbPr/GBR 

1035/601 



o 


YPbPr/GBR 

1080/601 



o 


YPbPr/GBR 

720/50P 



o 


YPbPr/GBR 

720/60P 



o 

Number of digital 
Inputs 

2 

2 

- 

Number of analog 
Input 

3 

- 

1 


O: Signal can be reproduced. 
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Installing a Decoder Adaptor 

Each decoder adaptor can be installed in any input option 
slot on the rear panel. 


Note 


Turn off the main power of the monitor and disconnect the 
AC power cord before installing or removing adaptors. 

1 Remove the cover of an input option slot on the rear 
panel of the monitor. 



Make sure the MAIN POWER switch is 
turned OFF, and disconnect the AC power 
cord. 


2 Insert the adaptor under the positioning mark on the 
top of the slot (on the left of the screw hole). 



3 Push the adaptor in until it is firmly seated in the 
connector inside the monitor, then tighten the two 
screws to secure the adaptor. 



Notes 


• The left side of the cover is equipped with shielded 
projections. Handle the cover carefully so as not to 
damage them. 

• When the removed cover is reattached, check the up/ 
down side of the cover. The shielded projections should 
face the left side. 



Position the shielded 
projections so that they face 
the left side. 




• If the shielded projections are damaged or the cover is 
attached in the wrong direction, the monitor may not 


conform to the radiation standards. 
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Location and Function of Parts 


Front Panel 



O Tally lamp 
© DEGAUSS button 

0 1/(1) switch 
© Numeric keypad 
© Monitor select buttons 

© MANUAL adjustment 
buttons and knobs 

© Menu operation buttons 

© OPERATE lamp 
© STANDBY lamp 
<D OVER LOAD lamp 


O Tally lamp 

With factory settings, the tally lamp lights when pins No. 8 
and No. 9 of the PARALLEL REMOTE connector on the 
rear panel are shorted. By changing the setting in the 
PARALLEL REMOTE menu, different pins on the 
PARALLEL REMOTE connector can be used to control 
the tally lamp. 

For information about the PARALLEL REMOTE menu, 
see “ fp] System Configuration - SYSTEM 
CONFIGURATION Menu” on page 39. 

0 DEGAUSS button 

Press to degauss the CRT (every time the monitor is turned 
on, the CRT is degaussed automatically). To degauss 
again, wait for more than five minutes. 

0 1/(1) switch 

Press to turn on the monitor or set it in standby mode. By 
setting with the monitor select button, it is possible to turn 
on the power of the specified monitors only, or of all 
monitors at the same time, or set in standby mode. 


O Numeric keypad 

Use to designate the channel number for the input signal to 
be monitored, or to enter the setting values with the menus. 


INPUT 


□ 

□ 

0 

□ 

□ 

0 

□ 

0 

0 

0 

0 

EJ 


Numeric buttons 


Ent button: Confirms the values 
and characters entered (ENTER 
button of the menu operation 
buttons has the same function). 


Del button: Deletes the values and 
characters entered. 


Channel number entry method 

When selecting a channel number from 1 to 9, press one- 
digit channel number on the numeric keypad. 

When selecting a channel number from 10 to 99, press 0 
button, then press the two-digit channel number. 


For monitor select buttons, see “ “Selecting the Monitor/ 
Group ” on page 20. 
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© Monitor select buttons 

When multiple monitors are connected by the network 
connection, one particular monitor, monitor group or all 
monitors are selected by setting the MONITOR ID No., 
GROUP ID No. or ALL. 


REMOTE 


SINGLE GROUP ALL 



GROUP button: Group 
connection mode is selected. 


Q Menu operation buttons 


UP 


MENU 


MENU button: Press to display the monitor 
menus. 


DOWN 


ENTER 


UP/DOWN buttons: Press to select the 
items and setting values. 


_ ENTER button: Press to confirm the items 
and values entered (Ent button on the 
numeric keypad has the same function). 


For more information about menu operation, see “Basic 
Menu Operations” on page 22. 


© MANUAL adjustment buttons and knobs 

Each press of one of these buttons turns the button’s green 
LED on or off. When the corresponding button is on (lit), 
it is possible to manually adjust the contrast, brightness, 
chroma and phase by turning the corresponding knobs. The 
PHASE knob is also used to enter the setting values with 
the menus. It is possible to set the preset value for each 
adjusting item with the PICTURE ADJ menu. 



For information about the PICTURE ADJ menu, see “ [A] 
Picture Adjustment - PICTURE ADJ Menu ” on page 28. 


© OPERATE lamp 

Lights when the monitor is put into operation mode from 
standby mode (see © STANDBY lamp) by pressing the 
1/(1) switch. 


Note 


When the STANDBY lamp is blinking, the monitor cannot 
be put into operation mode (internal data initialization is 
taking place). Wait until the STANDBY lamp is steadily 
lit. 

© STANDBY lamp 

Lights when the monitor is in standby mode. The monitor 
will be in standby mode under the following conditions: 

• The MAIN POWER switch (on the rear panel) is turned 
on (the STANDBY lamp will blink for a few moments 
after the switch is turned on, then will light). 

• The monitor is changed from operation mode to standby 
mode by external control. 

© OVER LOAD lamp 

Lights to warn of CRT overload. 

When the OVER LOAD lamp is lit, use the unit with the 
contrast or brightness reduced. 

© Monitor select lamps and window 

When multiple monitors are connected by the network 
connection, one particular monitor, monitor group or all 
monitors are selected by setting the MONITOR ID No., 
GROUP ID No. or ALL. 


Notes 


• The signal phase cannot be adjusted when using the 
SECAM, PAL, PAL-M, analog component or SDI 
(component serial digital or composite PAL) format. 

• The phase and chroma cannot be adjusted when using 
RGB signals. 



Display window: Selected ID 
No. or ALL is displayed. The 
display blinks until the remote 
connection is completed. 


SINGLE 

GROUP 

ALL 

O 

O 

O 


corresponding with the pressed 
button blinks during setting or 
lights after confirming. 
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For information about the INPUT CONFIGURATION 
menu, see “ [C] Setting the Input Configuration - INPUT 
CONFIGURATION Menu” on page 34. 


© Function buttons 

Change the operation conditions for the monitor. 

Each time the button is pressed, the LED turns on and turns 
off, and the operation conditions are changed. 


16:9 button 

16:9 

— 0 

EXT SYNC 

EXT SYNC button 

— 0 

BLUE ONLY 

BLUE ONLY button 

— 0 

R OFF 

r— 0 

GOFF 

R/G/B OFF button 

— 0 

BOFF 

MARKER 

MARKER button 

CHROMA UP 

— -0 

CHROMA UP 

0 


button 


S 

0 - 

m 

0 - 

H 

0 


O' 


0" 


0“ 

:har of 

0 - 
20L TEMI 

0 - 


- [a] button 

- HI button 
H button 
MONO button 

-APT button 
COMB button 
-CHAR OFF button 

-COL TEMP button 


[=] (Under scan) button: When this button is pushed in 
(ON), the picture is under scanned by 3%, and four ends of 
the raster is displayed on the screen. 

HI (H delay) button: When this button is pushed in (ON), 
the picture moves horizontally, and a horizontal sync 
signal appears. 

• Brightness of the picture increases automatically, 
and it makes it easy to check the sync part. 

• When the H button is pressed in H delay mode, a 
pulse cross picture is displayed. 

H (V delay) button: When this button is pushed in (ON), 
the picture moves vertically, and a vertical sync signal 
appears approximately in the center of the screen. 

• Brightness of the picture increases automatically, 
and it makes it easy to check the sync part. 

• When the H button is pressed in V delay mode, a 
pulse cross picture is displayed. 

MONO button: When this button is pushed in (ON), a 
monochrome picture is displayed. When the buttons is 
off, the monitor switches automatically between color 
and monochrome mode, depending on the color 
discrimination of the optional decoder. 


Note 


The MONO button does not function with the RGB signal 
input. 

APT button : When this button is pushed in (ON), the 
frequency response can be modified. The degree of 
modification is set with the INPUT 
CONFIGURATION menu. 

For information about the aperture modification frequency 
for each signal system, see “Aperture modification 
frequency for each signal system” on page 16. 


COMB button: Turn the comb filter on and off. 

This function is available when the BKM-61D SDI/ 
analog multi input adaptor is installed. (For NTSC, 
PAL and PAL-M only) 

The comb filter is set in the YC SEP menu and NTSC 
COMB FILTER menu of the INPUT 
CONFIGURATION menu. 

For information about the YC SEP menu and the NTSC 
COMB FILTER menu, see “ [Cj Setting the Input 
Configuration - INPUT CONFIGURATION Menu” on 
page 34. 

CHAR OFF button: When this button is pushed in (ON), 
the characters disappear from the monitor on the 
MANUAL menu of some menus. 

COL TEMP button: When this button is pushed in (ON), 
you can access directly the MANUAL menu. 

16:9 button: When this button is pushed in (ON), the 
aspect ratio changes to 16:9, and when set to OFF. the 
aspect ratio changes to 4:3. 

The aspect ratio is fixed to 16:9 when the signal of some 
signal formats is input. For details, see “Available Signal 
Systems ” on page 55. 

EXT SYNC button : This is available when BKM-68X 
analog component input adaptor (optional) is installed. 
When this button is pushed in (ON), the signal from the 
BKM-68X synchronizes to the sync signal input to the 
SYNC connectors on the rear panel (EXT SYNC). 
When set to OFF, it synchronizes to the sync signal 
included in the signals being monitored (INT SYNC). 


Notes 


• When INT SYNC is selected, use a component or Y/C 
signals including a sync signal on the Y signal, and use 
RGB signal including a sync signal on the G signal. 

• This does not function when an analog composite signal, 
Y/C signal or serial digital signal is monitored. 

BLUE ONLY button: When this button is pushed in 
(ON), red and green signals are cut, and only the blue 
signal is displayed as a monochrome picture. It makes 
it easy to adjust CHROMA and to check VTR noise. 

R/G/B OFF button: When these buttons are pushed in 
(ON), R (red), G (green), and B (blue) beams are cut 
respectively. 
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MARKER button: When this button is pushed in (ON), a 
marker is displayed on the screen. 

The display mode of the marker is set in the MARKER 
MODE menu of the INPUT CONFIGURATION 
menu. 

For information about the MARKER MODE menu, see 
“ [c] Setting the Input Configuration - INPUT 
CONFIGURATION Menu” on page 34. 


Note 


When EXT SYNC is selected, the marker may not be 
shown in the correct position. 

CHROMA UP button: When this button is pushed in 
(ON), the chroma setting increases 12 dB. 

© “Memory Stick” insertion slot 

The standard and duo type “Memory Stick” is available. 
Insert the “Memory Stick” (optional). 

For inserting/ejecting the “Memory Stick”, see page 17. 

© OPTION connector 

Used to connect the auto setup probe (BKM-14L, etc). 
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Rear Panel 



O MAIN POWER switch 

When turned on. the monitor enters operation mode. By 
setting in the SYSTEM CONFIGURATION menu, the 
monitor can also be set to enter standby mode when the 
MAIN POWER switch is turned on. 

For information about the SYSTEM CONFIGURATION 
menu, see “ [d] S ystem Configuration - SYSTEM 
CONFIGURATION Menu” on page 39. 


© AC IN socket (3-pin) 

Connects the monitor to an AC power source, via the 
supplied AC power cord. 



© Fuse 

Use a T4AH fuse. 


© Input option slots 

The monitor may be fitted with optional input adaptors. 


© PARALLEL REMOTE connector (female, D-sub 
9-pin) 

Forms a parallel switch and controls the monitor 
externally. The pin assignment and factory setting function 
assigned to each pin are given below. 



Pin number 

Function 

1 

Set input signal channel 1 (numeric 
keypad function) 

2 

Set input signal channel 2 (numeric 
keypad function) 

3 

Select sync signal (SYNC button 
function) 

4 

Set the screen to monochrome, or set 
for automatic switching based on the 
input signal (MONO button function) 

5 

Marker (set in the channel) ON/OFF 
(MARKER button function) 

6, 7 

Not connected 

8 

Tally lamp ON/OFF 

9 

Ground 


All pin function assignments can be changed with the 
PARALLEL REMOTE menu. 
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For information about the PARALLEL REMOTE menu, 
see “ [d! S ystem Configuration - SYSTEM 
CONFIGURATION Menu” on page 39. 

To switch each function between on and off or between 
enable and disable, change pin connections in the 
following way. 

ON or enabled: Short each pin and pin 9 together. 
OFF or disabled: Leave each pin open. 

© SERVICE terminal (male, D-sub 9-pin) 

This connector is for use by service personnel only. 


Q LAN (10/100) connector (10BASE-T/100BASE-TX) 

Connect to the network by using a 10BASE-T/100BASE- 
TX LAN cable (shield type, optional). 

CAUTION 

• When an optional LAN cable is connected, use a shield 
type cable to prevent miss-operation due to noises. 

• For safety, do not connect the connector for peripheral 
device wiring that might have excessive voltage to this 
port. 

Follow the instructions for this port. 

• The connection speed may be affected by the network 
system. This unit does not guarantee the communication 
speed or quality of 10BASE-T/100BASE-TX. 


Aperture modification frequency for each signal system 


Signal system 

Serial digital input 

Analog input 

SDI 

HD SDI 

Composite (Y/C) 

Component (YPbPr) 

GBR 

575/501 

5 MHz 


5 MHz 

5 MHz 

5 MHz 

480/601 

5 MHz 


5 MHz 

5 MHz 

5 MHz 

1080/481 


25 MHz 


25 MHz 

25 MHz 

1080/501 


25 MHz 


25 MHz 

25 MHz 

576/50P 




25 MHz 

25 MHz 

480/60P 




25 MHz 

25 MHz 

1035/601 


25 MHz 


25 MHz 

25 MHz 

1080/601 


25 MHz 


25 MHz 

25 MHz 

720/50P 


25 MHz 


25 MHz 

25 MHz 

720/60P 


25 MHz 


25 MHz 

25 MHz 


An empty frame in the table means that the signal cannot be input or the aperture modification cannot operate for that signal even if it is input. 
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Inserting/Ejecting the “Memory 
Stick” 

This product has a slot that can take both standard size and 
Duo size. All products with a slot such as this are equipped 
with a system which automatically measures the size of an 
inserted medium. For this reason, both the standard-size 
“Memory Stick” and smaller “Memory Stick Duo”/ 
“Memory Stick PRO Duo” can be used with this product 
without a “Memory Stick Duo” adaptor. 

Proceed as illustrated to insert and eject an optional 
“Memory Stick”. 

See each menu for information about operations on 
“Memory Stick ” data. 


Note 


Do not eject the “Memory Stick” while data is being saved 
or loaded. 


To insert the “Memory Stick” 



Notes 


• “Memory Stick Duo”/”Memory Stick PRO Duo” can be 
used without a “Memory Stick Duo” adaptor. 

• Be sure to insert the “Memory Stick” in the correct 
direction. Forcing the “Memory Stick” in the wrong way 
may damage it. 

• Insert only the “Memory Stick” into the “Memory Stick” 
slot. Attempting to insert other objects into the “Memory 
Stick” slot may damage the product. 

To eject the “Memory Stick” 



Notes on “Memory Stick” 

What is “Memory Stick”? 

“Memory Stick”, “Memory Stick PRO”, “Memory Stick 
Duo”, Memory Stick PRO, and Memory Stick Duo are 
trademarks of Sony Corporation. 

“Memory Stick” is a compact, portable and versatile IC 
(Integrated Circuit) recording medium with a data capacity 
that exceeds that of a floppy disk. “Memory Stick” is 
specially designed for exchanging and sharing digital data 
among “Memory Stick”-compatible products. Because it is 
removable, “Memory Stick” can also be used for external 
data storage. 

“Memory Stick” is available in two sizes: standard size and 
compact “Memory Stick Duo” size. 

Types of “Memory Stick” 

“Memory Stick” is available in the following six types to 
meet various functional requirements. 

“Memory Stick” 

Stores any type of data except copyright-protected data that 
require MagicGate copyright protection technology. 

“Memory Stick (MagicGate/High-Speed 
Transfer Compatible)” 

Equipped with MagicGate copyright protection technology 
and allows high-speed data transfer. 

This type of “Memory Stick” can be used with “Memory 
Stick”-compliant, “MagicGate Memory Stick”-compliant, 
and “Memory Stick PRO”-compliant products. 1 1 

1) Operation is not guaranteed for all of the compliant products (Some 
products may not accept this type of “Memory Stick.”) 

This model is not compliant with high-speed data transfer 
with this type of “Memory Stick.” 

“MagicGate Memory Stick” 

Equipped with MagicGate copyright protection 
technology. 

This model is not compliant. 

“Memory Stick-ROM” 

Stores prerecorded, read-only data. You cannot record on 
“Memory Stick-ROM” or erase the prerecorded data. 

“Memory Stick” (with Memory Select Function) 

Composed of multiple 128 MB memory units. 

The mechanical switch at the back of the “Memory Stick” 
allows you to select the memory unit to be used depending 
on usage. 

The memory units cannot be used simultaneously and 
continuously. 

“Memory Stick PRO” 

“Memory Stick” with MagicGate copyright protection 
technology, exclusive for “Memory Stick PRO”-compliant 
products. 
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“Memory Stick Duo”/“Memory Stick PRO Duo” 

This model is the “Memory Stick” of the Duo size. 

Available types of “Memory Stick” 

• “Memory Stick”, “Memory Stick PRO”, “Memory Stick 
Duo” and “Memory Stick PRO Duo” are used for this 
model. However the data displayed on this unit is not 
protected by the MagicGate copyright protection 
technology because this model is not compliant with the 
“MagicGate” standard. 

• Although an operation check of this product has been 
performed with a “Memory Stick” of up to 4GB, please 
note that operation is not guaranteed for every type of 
“Memory Stick”. 

Note on data read/write speed 

Data read/write speed may vary depending on the 

combination of the “Memory Stick” and “Memory Stick” 

compliant product you use. 

What is MagicGate? 

MagicGate is copyright protection technology developed 

by Sony Corporation. 

Before using a “Memory Stick” 



Labeling position 

Rear Front 


Before using a “Memory Stick Duo”/ 
“Memory Stick PRO Duo” 


Notes 


• You cannot record or erase data when the write-protect 
tab on the “Memory Stick” is set to LOCK. 

• Image data may be damaged in the following cases: 

- If you remove the “Memory Stick,” or turn the power 
off when the access lamp is lit or flashing 

- If you use a “Memory Stick” near static electricity or 
a magnetic field 

• We recommend backing up important data. 

• Do not attach anything other than the supplied label to 
the “Memory Stick” labeling position. 

• Attach the label so that it does not stick out beyond the 
labeling position. 

• Carry and store the “Memory Stick” in its case. 

• Do not touch the connector of the “Memory Stick” with 
anything, including your finger or metallic objects. 

• Do not strike, bend, or drop the “Memory Stick.” 

• Do not disassemble or modify the “Memory Stick.” 

• Do not allow the “Memory Stick” to get wet. 

• Do not use or store the “Memory Stick” in a location that 
is: 

- Extremely hot, such as in a car parked in the sun 

- Under direct sunlight 

- Very humid or subject to corrosive substances 

• Do not insert multiple “Memory Sticks” at the same 
time. This may cause damage to the product. 

• When you use “Memory Stick Duo”/“Memory Stick 
PRO Duo” with this product, be sure to insert it in the 
right direction. Inserting it in the wrong direction may 
cause damages to the product. 

• “Memory Stick Duo”/“Memory Stick PRO Duo” should 
be kept away from small children to prevent them from 
accidentally swallowing it. 

• Up to 1000 files can be memorized in one “Memory 
Stick”. When more than 1000 files are created, the 
warning “TOO MANY FILES” is displayed. Delete an 
unused file using the DELETE menu in the FILE 
MANAGEMENT menu. 

For the DELETE menu in the FILE MANAGEMENT menu, 
see “El System Data Operation - FILE MANAGEMENT 
Menu ” on page 47. 



• Up to 20 characters can be used for the file name. When 
more than 20 characters are used for the file name, the 
file is not displayed. 


18 


Location and Function of Parts 




Installation of the 4:3 
Mask 


When the aspect ratio is switched from 16:9 to 4:3, replace 
the 16:9 mask with the supplied 4:3 mask. 

Installing the 4:3 mask 

1 Remove the 16:9 mask. 



2 Install the 4:3 mask (supplied). 

© Attach the lower portion of the mask. 

© Attach the upper portion of the mask by pressing it 
until the click. 



Replacing the 16:9 mask 

Remove the 4:3 mask and replace the 16:9 mask using the 
same procedures as those for installing the 4:3 mask. 


Connections 


Connecting to the Network 


Monitor 


Monitor 



Switching hub 
(with AUTO MDI/ 
MDI-X function) 


Monitor/ 

BKM-15R 



Notes 


• Turn off the MAIN POWER switch of the monitor 
before connecting the units. 

• Connect to the network by using a 10BASE-T/ 
100BASE-TX cable (shield type, optional). 

• When an optional LAN cable is connected, use a shield 
type cable to prevent miss-operation due to noises. 

• Up to 32 monitors and the BKM-15R (max. 4) can be 
connected. 

• The monitor is controlled by the controller (controlled 
monitor or BKM-15R) within the same subnetwork. 

• Use an potional switching hub with auto select function 
(AUTO MDI/MDI-X) of a straight/cross cable. 

• When the BKM-15R is connected, set the NETWORK 
switch of the BKM-15R to LAN. 


Installation of the 4:3 Mask / Connections 
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Chapter 1 Overview 


Selecting the Monitor/Group 


When the multiple monitors are connected by the network 
connections, you can connect the monitors from the control 
unit by designating the monitor ID No. or group ID No.. 

About monitor ID No. and group ID No. 

This monitor is able to control the multiplex monitors 
connected via the LAN (10/100) connector. By giving 
each monitor a monitor ID No. and group ID No., it is 
possible to control just a specific monitor or monitor group. 


With the NETWORK menu, each monitor can be set with 
a monitor ID No. or group ID No., between 1 and 99. 

The monitor select buttons are used to select a particular 
monitor or group by entering a monitor ID No. or group ID 
No.. 

For the network menu, see “ fP] System Configuration - 
SYSTEM CONFIGURATION Menu” on page 39. 


About monitor select buttons and lamps 



Pin number 

Function 

O Display window 

Selected monitor ID No., group ID 
No. or ALL is displayed. The 
display blinks until the remote 
connection is completed. 

0 Lamps 

The lamp corresponding with the 
pressed button blinks during setting 
ID No. or lights after confirming. 

© Numeric buttons 

Enters the ID No.. 

O Ent button 

Confirms the setting. 

0 Del button 

Deletes the ID No.. 

0 ALL button 

Selects ALL connection mode. 

Q GROUP button 

Selects GROUP connection mode. 
The group ID number is displayed 
on all connected monitors when the 
button is held pressed. 

0 SINGLE button 

Selects SINGLE connection mode. 
The monitor ID number is displayed 
on all connected monitors when the 
button is held pressed. 

0 MENU button 

In setting mode, goes back to the 
previous setting. 

© UP button 

Increases the ID No.. 

© DOWN button 

Decreases the ID No.. 

© ENTER button 

Confirms the setting. 




CHROMA MANUAL 



PHASE MANUAL 



□ 

IANUA 

□ 

IANUA 

□ 



MENU button 
UP/DOWN button 

ENTER button 
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Remote connection 

1 Set the different IP address to each monitor. 

2 Set the different monitor ID No. to each monitor and if 
necessary, group ID No.. 

3 Select the connection mode by pressing the SINGLE. 
GROUP or ALL button. 

The lamp corresponding with the pressed button 
flashes and lights after recognizing the monitor. 

4 Select the monitor ID No. for the single connection 
mode or group ID No. for the group connection mode 
by pressing the UP/DOWN or numeric button. 

Up to 99 is entered as the monitor ID or group ID No.. 

5 Press the ENTER (D or Ent © button to confirm the 
setting. 

The monitor ID No., group ID No. or ALL is displayed 
in the display window. 

After setting steps 1 to 2, follow steps 3 to 5 for the remote 
connection. 


Notes 


• When no assigned monitor ID No. or group ID No. is 
selected, setting is not changed and the previous 
connection status is maintained. 

• When there is same monitor ID No., the ID No. with the 
lower IP address is selected. 

• When the different monitor ID No. is set but the same IP 
address as that of another monitor is set, the monitor 
cannot be connected to the network. 

• To remotely control monitors connected in the network, 
the MONITOR ID, GROUP ID or IP address of monitors 
should be correctly set in the NETWORK menu and 
NETWORK SETTINGS menu of the SYSTEM 
CONFIGURATION menu. Also, the IP address of the 
monitor should be correctly set in the NETWORK 
SETTINGS menu of the CONTROLLER menu. 


Selecting the Default 
Settings 

BVM-A14F5M only 

When you turn on the unit for the first time after purchasing 
it, select the area where you intend to use this unit from 
among the options. When the area is set, the color 
temperature of CHI to CH30 is set to the default value of 
each area. 



Color temperature 

JAPAN 

D93 

OTHER AREA 

D65 


1 Turn on the power. 


The SELECT SETTING screen appears. 


SELECT SETTING 


I JAPAN 

COLOR TEMP: D93 

OTHER AREA 

COLOR TEMP: D65 


Select the area where you intend to use the unit by 
using the menu operation buttons (see page 22). 


For information about the NETWORK menu and 
NETWORK SETTINGS menu, see “ [d] System 
Configuration - SYSTEM CONFIGURATION Menu” on 
page 39. 

For information about the NETWORK SETTINGS menu, 
see “ [H] Setting the Controller — CONTROLLER Menu” 
on page 51. 


Selecting the Default Settings 
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Basic Menu Operations 


Menu Operation Buttons 



[ REMOTE 

SINGLE GROUP ALL 

□ □ □ 


CONTRAST MANUAL 

© 0 

BRIGHT MANUAL 

<0 q 

CHROMA MANUAL 

Q H 

PHASE MANUAL 



The functions of the menu operation buttons are described 
below. 


Button 

Function 

O Numeric buttons 

Enters the numerical values. 

© Ent button 

Executes the items selected and 
settings. 

© Del button 

Deletes the values and characters 

entered. 

© PHASE knob 

By turning this knob clockwise, the 
cursor moves upward. In setting 
mode, increases the setting and 
adjustment values (has the same 
function as UP button). 

By turning this knob counterclockwise, 
the cursor moves downward. In setting 
mode, decreases the setting and 
adjustment values (has the same 
function as DOWN button). 

© MENU button 

Displays the menus. Goes back to the 
menu of the upper level (on the Main 
Menu, goes back to the normal 
picture). 

© UP button 

Moves the cursor upward. In setting 
mode, increases the setting and 
adjustment values. 

© DOWN button 

Moves the cursor downward. In setting 
mode, decreases the setting and 
adjustment values. 

Q ENTER button 

Executes the items selected and 
settings. 
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Displaying the Menu 


Menu Operation 


Press the MENU button. Follow the steps described below to display the menu and 

The main menu is displayed on the screen. perform the adjustment or setup you wish. 


MENU 


■ PICTURE PDJ - - . 


COLOR TEMP PDU. . . 

INPUT CONFIGURPTION. . . 
SYSTEM CONFIGURPTION... 
INSTPLLPTION SETTINGS.. 
FILE MPNPGEMENT. . . 
STPTUS. . . 

CONTROLLER. . . 


KEY PROTECT 

OFF 


When you select one item on the main menu, the level 1 
menu corresponding to the selected item on the main menu 
appears. 

For information about the items on the main menu, see 
“Menu Structure” on page 26. 


Note 


Menu settings displayed in blue cannot be changed. 


1 Press the MENU button. 

The main menu is displayed. 

2 Using the UP or DOWN button or PHASE knob, move 
the cursor to the desired item. (Example: select the 
INPUT CONFIGURATION... menu by pressing the 
DOWN button.) 


MENU 

PICTURE PD J ■ . . 

COLOR TEMP POJ. . . 

INPUT CONF I GURPT I ON ■ . . 

SYSTEM CONF I GURPT I ON . . ■ 

I NSTPLLPT I ON SETTINGS... 

FILE MPNPGEMENT . . . 

STPTUS . . . 

CONTROLLER. . . 

KEY PROTECT OFF 


Cursor 


3 Press the ENTER button or Ent button. 


About menu numbers 

For purposes of explanation in this manual, the menu 
number is used, the alphabet determines the classification 
of menu on the main menu, and the numbers determine the 
level and the order. These menu numbers are not shown on 
the screen. 

Example: IA221 1 

Indicates the PICTURE ADJ menu. 

Indicates the second menu in Level 1 . 

Indicates the second menu in Level 2. 

A221 — Indicates the first menu in Level 3. 


The Level 1 of the selected menu is displayed. 


INPUT CONFIGURPTION 

CHOI 

IFORMPT ■ . . 

SDI HD/DI RUTO 

SLOT NO 

OPTION! 

INPUT NO 

DIGITPLI 

SCREEN PSPECT 

16:9 

SCPN SIZE 

NORMPL 

SYNC MODE 

— 

COLOR TEMP 

D93 

PICTURE PRESET 
MPTRIX. . . 

PRESET 1 


Note 


Only when the explanation is required, the menu number is 
used. The menu number is not counted when explanation is 
not required. 


Basic Menu Operations 
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4 Repeat steps 2 and 3 until the desired menu is Choosing One Of two Or more selections 

displayed. 

Selecting in setting mode 

For more information about setting and adjustments, 

see below. 1 Using the UP or DOWN button or PHASE knob, move 

the cursor to the desired item and press the ENTER or 


[f] indicates that 
the menu 
continues onto 
next page. 


Ent button. 

The selected item is displayed in yellow text and set to 
setting mode. 


[{] indicates that 




the menu is 



INPUT CONFIGURATION 

inn — 

— continued from 

INPUT CONFIGURATION ffl 

CHOI 


previous page. 

CHOI 


APERTURE 

OFF 


■FORMAT- . . 

SOI HD/D! AUTO 

UALUE 

000 


SLOT NO 

OPTION! 

YC SEP 

— 


INPUT NO 

DIGITAL! 

NTSC COMB FILTER 

— 

Selects from 

SCREEN ASPECT 

16:9 

MARKER DISPLAY 

OFF 

various options. 

SCAN SIZE 

NORMAL 

1 MODE. . . 



SYNC MODE 

— 

H PHASE 

[ooo 

Enters 



CHANNEL NAME. . . 

T 

numerical 

COLOR TEMP 

D93 


l 


PICTURE PRESET 

PRESET! 

COPY FROMrTTI 



MATRIX. . . 


v 


Indicates that 





this item has 




sub-list. You 


can go to the 
lower level. 


2 Using the UP or DOWN button or PHASE knob, 
change the setting. 


To abort menu operation 

Press the MENU button. The menu of the upper level is 
displayed. 

The setting or adjustment being performed is canceled, and 
data loading or saving is aborted. 


3 Press the ENTER or Ent button. 

The setting is confirmed (The item is displayed in 
white text again). 


If “NG” or “ERROR” appears during menu Selecting from the setting list 

operation , 1 Using the UP or DOWN button or PHASE knob, move 

Press the MENU button to return to the menu in use. , b , , . , . . , . 

the cursor to the desired item in the setting list. 


PARALLEL REMOTE (2/2) M 

1 PIN 

■BLUE ONLY 
R OFF 
G OFF 
B OFF 
CHROMA UP 

MARKER 
TALLY 
DEGAUSS 
POWER OFF 


2 Press the ENTER or Ent button. 

The display returns to the menu of the upper level, and 
the selected setting is executed. 
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Entering a numerical value 

1 Using the UP or DOWN button or PHASE knob, move 
the cursor to the desired item and press the ENTER or 
Ent button. 

The selected item is displayed in yellow text and set to 
setting mode. 


MARKER MODE (1/3) 


CHOI 

ASPECT MODE 

CD 

CD 

ASPECT 

— 

IH POSITION 

000 

MARKER BRIGHT 

90 I RE 

ASPECT MARKER 

OFF 

LINE 

— 

COLOR 

— 

ASPECT BLANKING 

OFF 

MODE 



2 Set the value in one of the following three ways: 

• Enter the value directly using the numeric keypad 
and press the ENTER or Ent button. 

• Select the value using the UP or DOWN button. 

• Select the value using the PHASE knob. 

3 Press the ENTER or Ent button. 

The setting is confirmed (The item is displayed in 
white text again). 

Entering characters 

1 Display the setting menu and set the cursor to NEW 
NAME using the UP or DOWN button or PHASE 
knob. 


CHANNEL NAME 

CHOI 

PROG 

EDIT 

CAM 

UTR 

PREU 

INEW NAME 


2 Press the ENTER or Ent button. 

“?” is displayed in yellow. The “?” indicates the 
position where character input is possible. 


CHANNEL NAME 

CHOI 

PROG 

EDIT 

CAM 

UTR 

PREU 

■NEW NAME 

? 


3 Select the character you wish to enter using the UP or 
DOWN button or PHASE knob. 

When you press the UP button, or turn the PHASE 
knob clockwise, the characters and symbols appear in 
the order shown below. 

A B Y Z 0 1 8 9 (,):;.- + / & (space) ? 

If you press the DOWN button or turn the PHASE 
knob counterclockwise, the characters and symbols 
appear in the reverse order described above. 

The usable symbols are limited depending on the 
menu. 

“(space)” is not used as a first character of a sentence. 

4 Press the ENTER or Ent button. 

The selected character is entered. 


CHANNEL NAME 

CHOI 

PRDG 

EDIT 

CAM 

UTR 

PREU 

I NEUJ NAME 

C? 


5 Repeat steps 3 and 4 until all the characters are entered, 
then press the ENTER or Ent button. 

The selected characters are confirmed, and the display 
returns to the menu of the previous level. 

To correct the entered character 

Press the Del button on the numeric keypad. The character 
on the left side of the “?” (in yellow) is deleted. 


Basic Menu Operations 
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Menu Structure 


The main menu and Level 1 are shown below. 

Detailed information on the menu levels is described at the 
top of each menu explanation. 


Main menu 

Level 1 

Functions 

PICTURE ADJ [A] 


Adjusts the picture, (page 28) 


PRESET VALUE 

Selects the preset data to be adjusted, (page 28) 


AUTO [AT] 

Sets the chroma/phase/matrix automatically, (page 29) 


MANUAL ADJUST \M\ 

Sets the preset values for the phase/chroma/brightness/contrast 
with the MANUAL adjustment knob, (page 29) 


COPY FROM [A3] 

Copies the other picture preset data, (page 30) 

COLOR TEMP ADJ 0 


Adjusts the color temperature, (page 30) 


PRESET VALUE 

Selects the color temperature data to be adjusted, (page 31) 


MANUAL [0] 

Sets the color temperature with the MANUAL knob, (page 31 ) 


AUTO UH 

Sets the color temperature automatically, (page 32) 


COPY FROM [Ml 

Copies the other color temperature, (page 33) 


RESTORE FACTORY DATA H] 

Resets the color temperature, (page 33) 


ANALYZE H] 

Reads the color temperature and luminance value, (page 33) 

INPUT CONFIGURATION 0 


Sets the data for the input signals, (page 34) 


CFIxx 

Current channel is indicated. (page 35) 


FORMAT [CT] 

Selects the signal format, (page 36) 


SLOT NO 

Selects the slot number, (page 35) 


INPUT NO 

Selects the input connector number, (page 35) 


SCREEN ASPECT 

Sets the aspect ratio, (page 35) 


SCAN SIZE 

Sets the scan size, (page 35) 


SYNC MODE 

Sets the sync signal, (page 35) 


COLOR TEMP 

Selects the color temperature, (page 35) 


PICTURE PRESET 

Selects the picture adjustment preset, (page 36) 


MATIRIX [C2] 

Sets the matrix of the signal system, (page 37) 


APERTURE 

Chooses whether to use aperture adjustment or not. (page 36) 


VALUE 

Enters the aperture adjustment value, (page 36) 


YC SEP 

Selects Y/C separation filter, (page 36) 


NTSC COMB FILTER 

Sets the NTSC COMB ilter. (page 36) 


MARKER DISPLAY 

Chooses whether or not to display the marker, (page 36) 


MODE [C3] 

Sets the marker aspect, safe area, safe title, etc. (page 37) 


H PHASE 

Adjusts the horizontal picture position, (page 36) 


CHANNEL NAME [C4] 

Sets the channel name, (page 38) 


COPY FROM [C5] 

Copies the data from other channel, (page 39) 


26 


Menu Structure 



Main menu 

Level 1 

Functions 

SYSTEM CONFIGURATION [0 


Sets the system of the remote control function, LAN, etc. (page 

39) 


NETWORK EH 

Sets the IP address, subnet mask and default gateway, (page 40) 


PARALLEL REMOTE EH 

Sets the remote control function, (page 41) 


POWER EH 

Sets the condition of the monitor when the main power or 1/(1) 
switch is turned on. (page 41) 


BLANKING SETTINGS EH 

Adjusts the data for the picture, (page 42) 


ON SCREEN SET EH 

Sets the data for the screen display, (page 42) 


PASSWORD EH 

Sets the passwords for the menu, (page 42) 


MAINTENANCE EH 

Displays the menu for maintenance, (page 42) 

INSTALLATION SETTINGS (0 


Sets the initial value of landing, alignment, etc. (page 43) 


LANDING ADJUST EH 

Corrects the shift of beam landing caused by the earth’s 
magnetism, (page 44) 


ALIGNMENT EH 

Adjusts the position and size of the picture, (page 44) 


DIGITAL UNIFORMITY ADJ [Ml 

Adjusts the color unevenness of the CRT. (page 45) 

FILE MANAGEMENT [0 


Saves, copies and deletes the system data, (page 47) 


SAVE TO EH 

Writes the data, (page 48) 


COPY FROM [HI 

Reads or copies the data, (page 48) 


DELETE EH 

Deletes the file, (page 48) 


DATA MAINTENANCE EH 

Services the system data, (page 48) 

STATUS El 


Displays the information about the monitor or options installed in 
the monitor, (page 49) 


CH STATUS EH 

Displays the information of the used channel, (page 50) 


SLOT STATUS EH 

Displays the data about the optional board installed in the option 
slot 1 to 3. (page 50) 


MODEL NAME 

Displays the model name, (page 50) 


SERIAL NO 

Displays the serial number, (page 50) 


SOFTWARE VERSION 

Displays the software version, (page 50) 


OPERATION TIME 

Displays the operation time, (page 50) 


CRT TURN ON TIME 

Displays how long the CRT is used, (page 50) 


IP ADDR 

Displays the IP address of the monitor, (page 50) 


CONTROLLER STATUS EH 

Displays the information on the controller (controlled moitor). 

(page 50) 

CONTROLLER [h] 


When the Monitor Control Unit BKM-1 5R is connected, sets the 
network of the controller, (page 51) 


MONITOR ID DISPLAY EH 

Sets the display method of the monitor select display window, 
(page 51) 


NETWORK SETTING EH 

Displays the NETWORK SETTING menu, (page 51) 


NETWORK SW 

Sets the Ethernet connections, (page 51 ) 


SNMP SETTINGS EH 

Sets CONTACT, NAME, LOCATION and TRAP, (page 51) 

KEY PROTECT Q] 

Sets whether or not to lock the buttons on the monitor, (page 52) 


Menu Structure 
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a] Picture Adjustment 
- PICTURE ADJ Menu 


Setting Lists in the PICTURE ADJ 
Menu 


This section explains the setting lists displayed in the 
menu. 


Overview 

The auto chroma/phase/matrix adjustment and preliminary 
adjustment of contrast/brightness/chroma/phase to set the 
preset value to each knob are carried out. 

• Selecting the preset data to be adjusted (PRESET 
VALUE menu) 

• Auto chroma/phase/matrix adjustment (AUTO... 
menu) 

An external color bar signal is necessary. 

Matrix data is changed or reset to the default setting. 

• Adjustment the preset values for phase/chroma/ 
brightness/contrast with the MANUAL knobs 
(MANUAL ADJUST menu) 

• Copying data (COPY FROM... menu) 

Other data in the monitor, other monitors or “Memory 
Stick” is copied. 


Structure of the PICTURE ADJ Menu 


Level 1 

Level 2 

Level 3 

PRESET VALUE 



AUTO... [Ml 

AUTO ADJUST [ATT] 



MATRIX VALUE 



MATRIX RESET 



COLOR BAR 


MANUAL ADJUST 

[M 



COPY FROM... [A3) 

PRESET VALUE... 

[A3iJ 



OTHER MONITOR... 

OTHER MONITOR 


[A32~| 

IA321 | 


MEMORY STICK... 

MEMORY STICK 


[A33| 

1 A331 1 


How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu number, see “About 
menu numbers ” on page 23. 

• The arrow mark (■=>) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 

[A] PICTURE ADJ menu 

PRESET VALUE: The picture adjustment preset data 
set in the INPUT CONFIGURATION menu is 
displayed. To change the picture adjustment preset 
data to be adjusted, select from PRESET1, 
PRESET2, PRESET3, PRESET4 and PRESET5. 
When the picture adjustment preset data is 
changed 

When the preset data is changed and you press the 
MENU button to return to the main menu, the 
following message appears to confirm the setting. 

CHANGE INPUT CONFIG? 

PRESET VALUE 

PRESETX (previous preset data) — ► PRESETX 
(new preset data) 

OK: Press the ENTER or Ent button to change the 
preset data. 

The preset data set in the INPUT 
CONFIGURATION menu is changed to the new 
data. 

CANCEL: Press the MENU button to cancel 
changing the preset data and to return to the main 
menu. 

The setting of the preset data is remained but the 
data set in the INPUT CONFIGURATION menu is 
not changed. 


For information about the INPUT 
CONFIGURATION menu, see “ fcj Setting the 
Input Configuration - INPUT CONFIGURATION 
Menu ” on page 34. 

AUTO...: Set the chroma/phase/matrix automatically. 
■=>[Ai1 
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PICTURE ADJ Menu 



MANUAL ADJUST: Set the picture adjustment 
preset values for the phase/chroma/brightness/ 
contrast with the MANUAL knobs. [ => |A2| 

COPY FROM...: Copy the other picture preset data. 
■=>[A3] 

I A1 1 AUTO... menu 

Set the automatic adjustment of chroma/phase/matrix. The 
chroma/phase/matrix data is reset to the default setting 
( 1000 ). 

AUTO ADJUST: Start automatic adjustment. 
■=>[aTT] 

MATRIX VALUE: The matrix data set in the INPUT 
CONFIGURATION menu is displayed. To change 
the matrix data to be adjusted, select from ITU601, 
SMPTE 240M, ITU709 or USER 1 to 5. 

When ITU601, SMPTE 240M or ITU709 data is 
changed, they are displayed as ITU601*, SMPTE 
240M* or ITU709*. 

When the matrix data is changed 
When the matrix data is changed and you press the 
MENU button to return to the main menu, the 
following message appears to confirm the setting. 
CHANGE INPUT CONFIG? 

MATRIX VALUE (1080/720) 

Previous matrix data — ► New matrix data 
MATRIX VALUE (1035) 

Previous matrix data — ► New matrix data 
MATRIX VALUE (480/576) 

Previous matrix data — ► New matrix data 
OK: Press the ENTER or Ent button to change the 
matrix data. 

The matrix data set in the INPUT 
CONFIGURATION menu is changed to the new 
data. 

CANCEL: Press the MENU button to cancel 
changing the matrix data and to return to the main 
menu. 

The setting of the matrix data is remained but the 
matrix data set in the INPUT CONFIGURATION 
menu is not changed. 

For information about the INPUT 
CONFIGURATION menu, see “ fc! Setting the 
Input Configuration - INPUT CONFIGURATION 
Menu ” on page 34. 

MATRIX RESET : Reset the matrix data to the 
default setting. 

When the setting of USER1 to 5 or default setting 
is used, this menu is not selectable. 

The following confirmation message appears. 
RESET FACTORY DATA? 

OK: To reset the data, press the ENTER (Ent) 
button. 

CANCEL: To cancel, press the MENU button. 


COLOR BAR: Select the color bar signal. 

FULL FIELD 8: 100% full-field 8-color bar 
(white, yellow, cyan, green, magenta, red, blue 
and black) (Default) 

SMPTE: SMPTE standard color bar 
EIA: EIA standard color bar (effective for 480/601 
and 575/501 signals only) 

MULTI FORMAT: Color bar standardized by 
SMPTE RP219/ARIB STD-B28 


Notes 


• When you execute the AUTO menu, EXT SYNC button 
should be set to OFF (INT SYNC). 

ON (EXT SYNC) will cause an error abortion of auto 
adjustment procedure, 

• When the signal format set in the FORMAT menu of the 
INPUT CONFIGURATION menu is 4:4:4 RGB or 
RGB, MATRIX VALUE or MATRIX RESET is not 
selectable, 

[AiTl AUTO ADJUST menu 

Start automatic adjustment. (It may take some time to 
adjust automatically.) 

To cancel adjustment 

Press the MENU button. 

|A2l MANUAL ADJUST menu 

Adjust values by turning the PHASE, CHROMA, 

BRIGHT, and/or CONTRAST knobs. After adjustment, 

press the ENTER or Ent button to confirm the adjusted 

values. 

PHASE: xxxx 
CHROMA: XXXX 
BRIGHT: xxxx 
CONTR: xxxx 

When you want to erase characters from the 
screen while adjusting manually 

Press the CHAR OFF button. The characters disappear. To 
display characters, press the CHAR OFF button again. 

To reset the setting to the default 

Press the corresponding MANUAL button. The adjusted 
value is reset to 1000 (default). 

To cancel adjustment 

Press the MENU button. The adjustment data is cleared. 

To confirm adjustment 

Press the ENTER (Ent) button. 


13 Picture Adjustment - PICTURE ADJ Menu 
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[A3] COPY FROM... menu 

Copy picture adjustment preset data. 

PRESET VALUE...: Copy other data in the monitor. 
^> [A3T\ 

OTHER MONITOR...: Copy data from another 
monitor. <=!> |A32| 

MEMORY STICK...: Copy data from a file in the 
“Memory Stick”. ^> |A33| 


Note 


Matrix data is not copied. 


[A3U PRESET VALUE... menu 

Copy data from another channel or common data. 

Select one from among PRESET 1, PRESET2, PRESET3, 
PRESET4 and PRESET5. 

[A32l OTHER MONITOR... menu 

Assign the ID No. of the source monitor. 

MONITOR ID...: Enter the ID No. of the monitor. 
■=i> |A32l | 

[A32T1 OTHER MONITOR menu 

Copy data from another selected monitor. 

Select one from among PRESET 1, PRESET2, PRESET3, 
PRESET4 and PRESET5. 

[A33l MEMORY STICK... menu 

Select a file in the source “Memory Stick”. <=> | A331 1 

[A33i~l MEMORY STICK menu 
Copy data in the selected file. 

Select one from among PRESET 1, PRESET2, PRESET3, 
PRESET4 and PRESET5. 


[b] Adjusting the Color 
Temperature - COLOR 
TEMP ADJ Menu 


Overview 

The color temperature is adjusted. 

Use the factory setting value or the adjusted value as abase 
value to shorten the adjustment time. 

• Selecting the preset data to be adjusted (PRESET 
VALUE menu) 

• Knob adjustment (MANUAL... menu) 

You can adjust the bias and gain with the MANUAL 
knobs. 

• Automatic adjustment (AUTO... menu) 

You can use the following probes for automatic adjustment 
of color temperature. Except for the Sony BKM-14L, a 
cable is required to connect the color analyzer to the 
monitor. 


Manufacturer 

Probe Model Name 

SONY 

BKM-14L (no cable required) 

KONICA MINOLTA 

CA-100, CA-IOOplus 

DK-TECHNOLOGIES 

PM 5639 

THOMA 

TF6 

UDT INSTRUMENTS 

SLS 9400-FC 


For more information about the cable specification 
required and about the connection, see “Connection Cable 
Specifications for Color Temperature Probes” on page 59. 


• Copying other data (COPY FROM... menu) 

Other data in this monitor, other monitors or “Memory 
Stick” is copied. 

• Resetting to the default setting (RESTORE 
FACTORY DATA menu) 

Color temperature data is reset to the default setting. 

• Displaying the measured color coordinate and 
luminance (ANALYZE menu) 

The color coordinate and luminance are measured by 
BKM-14L. 

Before adjusting the color temperature 

We recommend that you perform automatic adjustment 
using the AUTO... |A1 1 menu of the PICTURE ADJ menu. 
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Structure of the COLOR TEMP ADJ 
Menu 


Level 1 

Level 2 

Level 3 

PRESET VALUE 



MANUAL... mi 

MANUAL ADJUST mn 


ORIGINAL VALUE 


SIGNAL 


CONT/BRT HOLD 


AUTO... m 

AUTO ADJUST [W] 


TARGET COLOR TEMP 


X 


Y 


LOW LIGHT (20 IRE) 


HIGH LIGHT (100 IRE) 


PROBE 


CONT/BRT HOLD 


COPY FROM... 

m 

PRESET VALUE... HHI 


OTHER MONITOR... 

OTHER MONITOR... 

1 B321 | 

MEMORY STICK... 

[B33| 

MEMORY STICK 

1 B331 1 

RESTORE 

FACTORY DATA 

m 



ANALYZE m 




Setting Lists in the COLOR TEMP 
ADJ Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu number, see “About 
menu numbers ” on page 23. 

• The arrow mark (■=!>) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 


\B\ COLOR TEMP ADJ menu 

PRESET VALUE: The color temperature data set in 
the INPUT CONFIGURATION menu is displayed. 
To change the color temperature data to be 
adjusted, select from D93, D65, D61, USER1, 
USER2, USER3, USER4 and USER5. 

When D93, D65 or D61 data is changed, they are 
displayed as D93*, D65* or D61*. 

When the color temperature data is changed 
When the preset data is changed and you press the 
MENU button to return to the main menu, the 
following message appears to confirm the settings. 
CHANGE INPUT CONFIG? 

COLOR TEMP PRESET 

DXX* — * USERX 

(previous color temp value) — ► (new color temp 
value) 

OK: Press the ENTER or Ent button to change the 
color temperature data. 

The color temperature data set in the INPUT 
CONFIGURATION menu is changed to the new 
data. 

CANCEL: Press the MENU button to cancel 
changing the color temperature data and to return to 
the main menu. 

The setting of the color temperature data is 
remained but the color temperature data set in the 
INPUT CONFIGURATION menu is not changed. 

For information about the INPUT 
CONFIGURATION menu, see “ fcl Setting the 
Input Configuration - INPUT CONFIGURATION 
Menu ” on page 34. 

MANUAL...: Adjust the color temperature with the 
MANUAL knob. ^>\M] 

AUTO...: Adjust the color temperature automatically 

c=>rB2i 

COPY FROM...: Copy the other color temperature. 
t=>[B3] 

RESTORE FACTORY DATA: Reset the color 
temperature to the default setting. e=> | B4| 
ANALYZE: Read the color temperature and 
luminance value, r=C> l B5 1 

I B1 1 MANUAL... menu 

MANUAL ADJUST: Adjust the gain and bias with 
the knobs. B 1 1 

ORIGINAL VALUE: Set the initial value. 

Select one from among D93, D65, D61, USER1, 
USER2, USER3, USER4 and USER5. 

When D93, D65 or D61 data is changed, they are 
displayed as D93*, D65* or D61*. 

SIGNAL: Select the white signal to be used for 
adjustment. 
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INT : Use an internal signal. Simultaneously with 
the adjustment of the gain and bias, the 100 IRE 
and 20 IRE signals are automatically switched. 
EXT : Use an external input signal. When adjusting 
the gain and bias, input the proper signal 
(default). 

CONT/BRT HOLD: Select the contrast and 

brightness settings to the center or adjusted value 
by the manual adjustment of the white balance 
(OFF or ON). 

ON : The contrast and brightness are set to the value 
before adjusting (default). 

OFF: The contrast and brightness are set to the 
center value (1000) when the white balance is 
adjusted. 

The contrast and brightness is not changed after 
adjusting (center value: 1000). 

[BTT1 MANUAL ADJUST menu 

Adjust the gain and bias. To shift between gain adjustment 
and bias adjustment, press the UP/DOWN buttons. 

Knobs for each adjustment 

After adjustment, press the ENTER or Ent button to 
confirm the setting. 

RED: CONTRAST KNOB (Adjust the R gain or bias 
with the CONTRAST knob.) 

GREEN: BRIGHT KNOB (Adjust the G gain or bias 
with the BRIGHT knob.) 

BLUE: CHROMA KNOB (Adjust the B gain or bias 
with the CHROMA knob.) 

LUMINANCE: PHASE KNOB (Adjust luminance 
with the PHASE knob.) 

To reset RED/GREEN/BLUE to the value before 
adjustment 

When you are adjusting the gain or bias using the 
MANUAL adjustment knobs, you can reset the setting to 
the one before adjustment by pressing the corresponding 
MANUAL button. 

To reset all of the settings at the same time, press the 
MANUAL button of PHASE. 


Note 


You cannot reset the setting after you press the ENTER or 
Ent button. 

To cancel adjustment 

Press the MENU button. The adjustment data is cleared. 

To confirm adjustment 

Press the ENTER (Ent) button. 

Using the COL TEMP (short-cut) button 

You can display the MANUAL menu that corresponds to 
the color temperature set to the image on the screen. 


I B2 1 AUTO... menu 

Set the color temperature automatically. 

AUTO ADJUST: Start adjustment. ■=> ! B21 1 
TARGET COLOR TEMP: Select the adjustment 
value to be used. 

You can select one from among D93, D65, D61 and 
ANY. 

X: Enter the x coordinate. 

Y : Enter the y coordinate. 

LOW LIGHT (20IRE): Enter the luminance (cd/m 2 ) 
for low light. 

HIGH LIGHT (100IRE): Enter the luminance 
(cd/m ) for high light. 

PROBE: Select the probe to adjust the color 
temperature automatically. 

Selection of the probe 
BKM-14L: Use BKM-14L. 

CA-100: Use CA-100 or CA-lOOplus. 

PM 5639: Use PM 5639. 

TF6: Use TF6. 

SLS 9400-FC: Use SLS 9400-FC. 

• If you cannot execute an AUTO ADJUST menu 
operation when using the Sony BKM- 14L probe, 
try again after disconnecting and reconnecting 
the probe. 

• When using the KONICA MINOLTA CA- 
lOOplus probe, set the RS-232C communication 
environment to CA-100 compatible mode 
(BAUD RATE setting: 9600 bps). 

• When using the THOMA TF6 probe, set the TF6 
PRINT menu to off. 

CONT/BRT HOLD: Select the contrast and 

brightness settings to the center or adjusted value 
after the auto adjustment of the white balance (OFF 
or ON). The contrast and brightness are set to the 
center value (1000) when the white balance is 
adjusted automatically. 

ON : The contrast and brightness are set to the value 
before adjusting (default). 

OFF : The contrast and brightness are set to the 
center value (1000) after adjusting. 

To start adjustment, proceed as follows. 

When you use the previously adjusted values for 
adjustment, you can start adjustment by selecting AUTO 
ADJUST without performing step ©, step © and step ©. 

© Select the color temperature to be used in TARGET 
COLOR TEMP. 

When ANY is selected, enter the values of the CIE 
1931 color system x and y coordinates. 

© Enter values for LOW LIGHT and HIGH LIGHT. 
® Select the probe (default setting is BKM-14L). 

© Select AUTO ADJUST. 
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l~B2i~| AUTO ADJUST menu 

This menu is displayed when AUDO ADJUST is selected 
in the |B2| AUTO... menu. 

The following message appears. 

SET PROBE ON CURSOR 

Attach the probe on the center of the CRT to start automatic 
adjustment. (It may take some time to adjust 
automatically.) 

To cancel/stop the adjustment 

Press the MENU button. 

[B3l COPY FROM... menu 

Copy other matrix data. 

PRESET VALUE...: Copy other data in this monitor. 

OTHER MONITOR...: Copy data from another 
monitor. l =!> |B32l 

MEMORY STICK...: Copy data from a file in the 
“Memory Stick”. ^d> | B33| 

[M PRESET VALUE... menu 

Select the data to be copied. 

Select one from among D93, D65, D61, USER1, USER2, 
USER3, USER4 and USER5. 

D93: Copy the color temperature of D93. 

D65: Copy the color temperature of D65. 

D61: Copy the color temperature of D61. 

USER1 to 5: Copy the color temperature of USER1 to 
5. 

When D93, D65 or D61 data is changed, they are displayed 
as D93*, D65* or D61*. 

l~B32j OTHER MONITOR... menu 

Assign the ID No. of the source monitor. 

MONITOR ID...: Enter the ID No. of the monitor. 
<=> |B321 1 

[B32T1 OTHER MONITOR... menu 

Select the data from another selected monitor. 

Select one from among D93, D65, D61, USER1, USER2, 
USER3, USER4 and USER5. 

D93: Copy the color temperature of D93. 

D65: Copy the color temperature of D65. 

D61: Copy the color temperature of D61. 

USER1 to 5: Copy the color temperature of USER1 to 
5. 

When D93, D65 or D61 data is changed, they are displayed 
as D93*, D65* or D61*. 


[B33l MEMORY STICK... menu 

Select the file in the source “Memory Stick”. <=> | B331 1 

\B33f] MEMORY STICK menu 

Select the data from a file in the “Memory Stick” 

Select one from among D93, D65, D61, USER1, USER2, 
USER3, USER4 and USER5. 

D93: Copy the color temperature of D93. 

D65: Copy the color temperature of D65. 

D61: Copy the color temperature of D61. 

USER1 to 5: Copy the color temperature of USER 1 to 
5. 

When D93, D65 or D61 data is changed, they are displayed 
as D93*, D65* or D61*. 

[B4l RESTORE FACTORY DATA menu 

Reset the color temperature to the default setting. 

You cannot select this when USER1 to 5 is selected or the 
setting is the default value. The following message appears 
to confirm the data reset operation. 

RESTORE FACTORY DATA? 

OK: Press the ENTER or Ent button to reset the data. 
CANCEL: Press the MENU button to cancel the reset 
operation. 

I B5[ ANALYZE menu 

Perform operation according to the message to enable the 
BKM-14L to read the color system and luminance value. 

SET PROBE ON CURSOR 

Attach the probe on the center of the CRT. 

Once the probe has carried out calibration, it can start to 
analyze the monitor’s performance. 

To cancel the analysis 

Press the MENU button. 


Notes 


• Do not cut the R, G, or B beam or display the marker 
before carrying out calibration of BKM-14L. It may 
cause non-detection of BKM-14L. 

• During analyzing, do not disconnect BKM-14L from the 
OPTION connector. If nothing has been displayed on the 
monitor, press the MENU button. The display returns to 
the COLOR TEMP ADJ menu. 
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[c] Setting the Input 
Configuration - INPUT 
CONFIGURATION Menu 


Overview 

Data pertaining to the input signals are set with this menu. 
Set the input data for each channel. 

A channel number (1 to 30) is entered with the numeric 
keypad. 

The following data can be set with the INPUT 
CONFIGURATION menu. 

• Assigning the signal format (FORMAT...menu) 

• Assigning the slot number (SLOT NO menu) 

• Assigning the input connector number (INPUT NO 
menu) 

• Setting the aspect ratio (SCREEN ASPECT menu) 

• Selecting the scan size (SCAN SIZE menu) 

• Selecting the sync mode (SYNC MODE menu) 

• Setting the color temperature (COLOR TEMP 
menu) 

• Selecting the picture preset (PICTURE PRESET 
menu) 

• Setting the matrix (MATRIX... menu) 

• Activating/deactivating the aperture adjustment 
(APERTURE menu) 

• Assigning the aperture value (VALUE menu) 

• Selecting the Y/C separation filter (YC SEP menu) 

• Selecting the NTSC COMB filter (NTSC COMB 
FILTER menu) 

• Selecting the marker display (MARKER DISPLAY 
menu) 

• Selecting the marker mode (MODE... menu) 

• Adjusting H phase (H PHASE menu) 

• Assigning the channel name (CHANNEL NAME... 
menu) 

• Copying from other data (COPY FROM... menu) 


Channels 80 to 89 assignment 

The channel numbers from 80 to 89 are assigned to switch 
the signal system of the internal signals. 

The channels 80 to 89 can be selected after selecting 
channels 91 to 97 and the internal signal of the selected 
signal system is output. 

080: 575/501 
081: 480/601 
082: 1080/481 
083: 1080/501 
084: 576/50P 
085: 480/60P 
086: 1080/601 
087: 1035/601 
088: 720/50P 
089: 720/60P 

Channels 91 to 97 assignment 

The channel numbers from 91 to 97 are assigned to internal 
signals. The internal signal of the last signal system is 
displayed. When the power is ON and the picture is 
displayed by the internal signal, the signal system is 480/ 
601. 

091: PLUGE signal (Picture Line Up Generating 
Equipment) 

092: 20% gray signal 

093: 100% white signal 

094: five-step gray scale signal 

095: cross-hatch signal 

096: dot signal 

097 : 0% black signal 

Assigning slot and connector numbers 

Set which input connector on which slot will be assigned to 
the current channel. 

The slot number is as follows. 

OPTION1 (outside of the monitor) 

OPTION2 

OPTION3 (inside of the monitor) 

The input number is as follows. 

When BKM-61D is installed (signal SDI Dl, SDI D1/D2 
AUTO, SDI D2 NTSC or SDI D2 PAL): DIGITAL 1 or 2 
When BKM-61D is installed (analog composite signal 
COMPOSITE AUTO, NTSC, PAL, PAL-M or 
SECAM): COMPOSITE 1, 2 or 3 
When BKM-62HS is installed (signal SDI HD/DI 
AUTO, HD-SDI or SDI Dl): DIGITAL 1 or 2 
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Notes 


When FORMAT... is set to the following, you cannot select 
the input number. 

- when BKM-61D is installed and Analog Y/C signal is 
input 

- when BKM-62HS is installed and Dual Link HD-SDI 
signal is input 

- when BKM-68X is installed and Analog Component 
or Analog RGB signal is input 


Setting Lists in the INPUT 
CONFIGURATION Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 


Structure of the INPUT 
CONFIGURATION Menu 


Level 1 

Level 2 

Level 3 

CHxx 



FORMAT... MI 

SDI/HD-SDI... [MB 


DUAL LINK HD-SDI... 

[C12l 


COMPOSITE... MU 


YC... fcTTl 


COMPONENT... MU 


SLOT NO 



INPUT NO 



SCREEN ASPECT 



SCAN SIZE 



SYNC MODE 



COLOR TEMP 



PICTURE PRESET 



MATRIX... Ml 



APERTURE 



VALUE 



YC SEP 



NTSC COMB FILTER 



MARKER DISPLAY 



MODE... [C3] 



H PHASE 



CHANNEL NAME... 

[C4l 



COPY FROM... [C5] 

OTHER CH... MB 


OTHER MONITOR... 

[C52l 

OTHER MONITOR 

1 C521 | 

MEMORY STICK... 

[C53| 

MEMORY STICK 

1 C531 1 


For more information on the menu number, see “About 
menu numbers” on page 23. 

• The arrow mark (■=!>) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 

[C] INPUT CONFIGURATION menu 

This menu is composed by the INPUT 
CONFIGURATION (1/2) and INPUT 
CONFIGURATION (2/2) menus. 

Set input signal data for each channel. 

INPUT CONFIGURATION (1/2) menu 

CHxx: Current channel is indicated. The settings 
below will be stored as information about the signal 
to be connected to this channel. 

FORMAT...: Select the input signal type. ■=> ! Cl | 
SLOT NO: Enter the option slot number (OPTION 1 to 
3). 

INPUT NO: Enter the input connector number. 
SCREEN ASPECT: Select the aspect ratio (16:9, 4:3, 
LAST). 

16:9: Set the aspect ratio to 16:9 (default). 

4:3: Set the aspect ratio to 4:3. 

LAST: Use the previous setting. 

SCAN SIZE...: Select the scan size (NORMAL, 
UNDER, LAST). 

NORMAL: Set the scan size to over scan (default). 
UNDER: Set the scan size to under scan. 

LAST: Use the previous setting. 

SYNC MODE: Select the sync signal (INT, EXT, 
LAST). 

INT: Use an internal sync signal (default). 

EXT : Use an external sync signal. 

LAST: Use the previous setting. 

COLOR TEMP: Select the color temperature (D93, 
D65, D61 orUSERl to 5). 

When D93, D65 or D61 data is changed, they are 
displayed as D93*, D65* or D61*. 
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PICTURE PRESET: Select the picture adjustment 
preset (PRESET1 to 5). (default setting is 
PRESET 1) 

MATRIX...: Displays the MATRIX menu. Set the 
matrix of each signal format. c d> |C2| 

INPUT CONFIGURATION (2/2) menu 

APERTURE: Choose whether or not to use aperture 
adjustment (OFF, ON, LAST). 

OFF: Do not use aperture adjustment (default). 
ON: Use aperture adjustment. 

LAST: Use the previous setting. 

VALUE: Enter the aperture adjustment value (0 to 
200) (default setting is 000). 

YC SEP: Select Y/C separation filter. 

COMB: Use the comb filter (default). 
BPF/TRAP: Select BPF/TRAP. 

NTSC COMB FILTER: Select the NTSC COMB 
FILTER (3 LINES or 3D) (default setting is 3 
LINES). 

MARKER DISPLAY : Choose whether or not to 
display the marker (OFF or ON) (default setting is 
OFF). 

MODE...: Display the MARKER MODE menu. Set 
the marker aspect, safe area, safe title, etc. ^ 1031 

H PHASE: Set the horizontal picture position (-100 to 
+100*) (default setting is 000). 

* When the setting value is out of range, the display 
is changed but the horizontal position of the picture 
is not changed. 

CHANNEL NAME...: Display the CHANNEL 
NAME menu. Give the channel a name. ^ 1041 

COPY FROM...: Display the COPY FROM menu. 
Copy other channel data. <=i> |C5| 

fcTl FORMAT... menu 

Select the signal format. 

SDI/HD-SDI...: Serial digital signal <=i> |Cll | 

DUAL LINK HD-SDI...: Dual link HD-SDI signal 
■=> [CT21 

COMPOSITE...: Analog composite signal l =!> | Cl 3 1 

YC...: Analog Y/C signal e=C> |C14| 

COMPONENT...: Analog component or RGB signal 
c=> [ciin 


Note 


If there is no input connector or decoder corresponding to 
a format, that format will not be selectable (the cursor will 
skip over that item). 


rcTTl SDI/HD-SDI... menu 

Select the serial digital signal format (SDI or single link 
HD-SDI). 

HD-SDI/D1 AUTO: Select when BKM-62HS is 
installed. 

HD SDI: Select when BKM-62HS is installed. 

Dl: Select when BKM-61D or BKM-62HS is 
installed. 

D1/D2 AUTO: Select when BKM-61D is installed. 

D2 NTSC: Select when BKM-61D is installed. 

D2 PAL: Select when BKM-61D is installed. 

NTSC SETUP LEVEL: Select the NTSC SETUP 
LEVEL (0 % or 7.5 %) (default setting is 7.5 % for 
BVM-A14F5U, 0 % for BVM-A14F5M/A14F5A). 

FILTER SW: Set the Y/C separation filter (OFF or 
ON) when the picture is set to black and white 
mode (default setting is OFF). 

ACC SW: Select the auto chroma control ON or OFF 
(default setting is OFF). 

1080/601 or 1035/601 is selected automatically for the HD- 
SDI 1125/601 input signal. 

fCl2l DUAL LINK HD-SDI... menu 

Select the dual link HD-SDI signal format when BKM- 
62HS is installed. 

4:4:4 YPBPR 

4:4:4 RGB 


fCl3l COMPOSITE... menu 

Select the composite signal format when BKM-61D is 
installed. 

AUTO: The format of the input signal is detected and 
switched automatically. 

It will take a few seconds to detect the format of an 
input signal. It is recommended that a particular 
format be selected if it is determined. 

NTSC 

PAL 

PAL-M 

SECAM 

NTSC SETUP LEVEL: Select the NTSC SETUP 
LEVEL (0 % or 7.5 %) (default setting is 7.5 % for 
BVM-A14F5U, 0 % for BVM-A14F5M/A14F5A). 
FILTER SW: Set the Y/C separation filter (OFF or 
ON) when the picture is set to black and white 
mode (default setting is OFF). 

ACC SW : Select the auto chroma control ON or OFF 
(default setting is OFF). 
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I Cl 4 1 YC... menu 

Select the Y/C signal format when BKM-61D is installed. 
AUTO: The format of the input signal is detected and 
switched automatically. 

It will take a few seconds to detect the format of an 
input signal. It is recommended that a particular 
format be selected if it is determined. 

NTSC 

PAL 

PAL-M 

SECAM 

NTSC SETUP LEVEL: Select the NTSC SETUP 
LEVEL (0 % or 7.5 %) (default setting is 7.5 % for 
BVM-A14F5U, 0 % for BVM-A14F5M/A14F5A). 
ACC SW: Select the auto chroma control ON or OFF 
(default setting is OFF). 


[Cl5l COMPONENT... menu 

Select the component signal format or RGB signal format 
(YPBPR or RGB) when BKM-68X is installed. 

COMPONENT LEVEL: Select the COMPONENT 
LEVEL (SMPTE/EBU-N10 or BETACAM) 
(default setting is SMPTE/EBU-N10). 

BETACAM SETUP LEVEL: Select the BETACAM 
SETUP LEVEL (0 % or 7.5 %) (default setting is 
7.5 % for BVM-A14F5U, 0 % for BVM-A14F5M/ 
A14F5A). 

1125/601 SYSTEM: Select the active lines (10801 
(1080 active lines) or 10351 (1035 active lines)) 
when 1125/601 signal is input (default setting is 
10801). 

[C2l MATRIX... menu 

Set the matrix for each signal system. 

1080/720: Select the matrix data of 10801 and 720P 
(default setting is ITU709). 

1035: Select the matrix data of 10351 (default setting is 
SMPTE 240M). 

480/576: Select the matrix data of 4801, 480P, 5751 
and 576P (default setting is ITU601). 

ITU601, SMPTE 240M, ITU709 or USER1 to 5 is 
selectable in each item. 

When ITU601, SMPTE 240M or ITU709 data is changed, 
they are displayed as ITU601*, SMPTE 240M* or 
ITU709*. 


MARKER MODE (1/3) menu 

Set the marker aspect mode, aspect marker, blanking, etc. 
ASPECT MODE: Set the marker aspect ratio of the 
picture. 

You can select one from among 16:9, 15:9, 14:9, 
13:9, 4:3, 2.39:1, 2.35:1, 1.85:1, 1.66:1 and 
VARIABLE (default setting is 16:9). 

ASPECT: Set when VARIABLE is selected in 
ASPECT MODE. 

Set 1.00 to 3.00 (default setting is 1.78). 

H POSITION : Set the horizontal position of the 
marker. 

Set -100 to + 100 (default setting is 000). 
MARKER BRIGHT: Set the luminance of the 
marker. 

Set 90IRE or 40IRE (default setting is 90IRE). 

The data set in this menu is common to all the 
channels. 

ASPECT MARKER: Select whether or not to display 
the safe area. 

Set to OFF (not display) or ON (display) (default 
setting is OFF). 

LINE: Set the thickness of the aspect marker when 
ASPECT MARKER is set to ON. 

Set to THICK or THIN (default setting is THICK). 
COLOR: Set the color of the aspect marker when 
ASPECT MARKER is set to ON. 

Set to WHITE, RED, GREEN, BLUE, YELLOW, 
CYAN or MAGENTA (default setting is WHITE). 
ASPECT BLANKING: Select the blanking outside 
the area. 

Set to OFF (blanking is released) or ON (blanking) 
(default setting is OFF). 

MODE: Set the blanking mode when ASPECT 
BLANKING is set to ON. 

Set BLACK (blanking) or HALF (half blanking) 
(default setting is HALF). 


Note 


When the signal format set in the I Cl | FORMAT menu is 
4:4:4 RGB or RGB, MATRIX menu is not selectable. 

[C3] MODE... menu 

Set the marker aspect, safe area, safe title, etc. 

If a signal without the sync signal is input or the internal 
sync signal is used, this menu is not selectable. 
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MARKER MODE (2/3) menu 

Set the safe area marker or center marker. 

SAFE AREA MARKER: Select whether or not to 
display the safe area. 

Set to OFF (not display) or ON (display) (default 
setting is ON). 

MODE: Select the display mode for safe area when 
SAFE AREA MARKER is set to ON. 

Set to SHAPE A, SHAPE B or SHAPE C (default 
setting is SHAPE A). 

SHAPE A 


Example: Safe area size 80%, ASPECT MODE 16:9 or 
4:3 


with 16:9 button ON with 16:9 button OFF 



SHAPE B 


n 

n 

i_ 



SHAPE C 


AREA SIZE: Set the size of the safe area mode when 
SAFE AREA MARKER is set to ON. 

Set to 80%, 88%, 90%, 93% or VARIABLE 
(default setting is 80%). 

WIDTH: Set the width of the safe area marker when 
AREA SIZE is set to VARIABLE. 

Set to 050 to 100(%) (default setting is 080). 
HEIGHT : Set the height of the safe area marker when 
AREA SIZE is set to VARIABLE. 

Set to 050 to 100(%) (default setting is 080). 
CENTER MARKER: Select whether or not to 
display the center marker. 

Set to OFF (not display) or ON (display) (default 
setting is OFF). 

MODE: Select the display mode of the center marker 
when CENTER MARKER is set to ON. 

Set to SHORT or LONG (default setting is 
SHORT). 


Note 


The size of the safe area is as follows depending on the 
ASPECT MODE and 16:9 button ON/OFF setting. 


MARKER MODE (3/3) menu 
Set the safe title. 

SAFE TITLE DISPLAY : Select whether or not to 
display the safe title. 

Set to OFF (not display) or ON (display) (default 
setting is ON). 

WIDTH: Set the width of the safe title when SAFE 
TITLE DISPLAY is set ON. 

Set to 005 to 050(%) (default setting is 020). 
HEIGHT : Set the height of the safe title when SAFE 
TITLE DISPLAY is set ON. 

Set to 005 to 050(%) (default setting is 010). 

H POSITION : Set the horizontal position of the safe 
title when SAFE TITLE DISPLAY is set to ON. 
Set to 000 to 100(%) (default setting is 015). 

V POSITION : Set the vertical position of the safe title 
when SAFE TITLE DISPLAY is set to ON. 

Set to 000 to 100(%) (default setting is 015). 

lC4l CHANNEL NAME... menu 

Give the channel a name. Select a preset name, or enter a 
new one. 

PROG: Program signal 
EDIT : Signal from an editor 
CAM: Camera signal 
VTR: Signal from a VTR 
PREV: Preview monitor 

NEW NAME: Enter a new name. (Up to 20 characters 
can be entered and up to 8 characters from the head 
of the name are displayed in the INPUT 
CONFIGURATION menu). 
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fell COPY FROM menu 

Select the source to be copied from. 

OTHER CH...: Copy other data in this monitor. 
>=d>[C5T] 

OTHER MONITOR... : Copy data from another 
monitor. c d> |C52| 

MEMORY STICK... : Copy data from a file in the 
“Memory Stick”. <=> 1 C53| 

fcsTI OTHER CH... menu 

Assign the source channel number to be copied. 

CH NO: Enter the channel number. 


d] System Configuration 


- SYSTEM 

CONFIGURATION Menu 


Overview 

The system such as the network, parallel remote control 
function, etc. is set with this menu. 


[C52l OTHER MONITOR... menu 

Assign the ID No. of the source monitor. 

MONITOR ID: Enter the ID No. of the monitor from 
which to copy data. ^d> |C52ll 

[C52l~| OTHER MONITOR menu 

Assign the channel of the selected monitor from which to 
copy data. 

CH NO: Enter the channel number. 

[C53l MEMORY STICK... menu 

Select the file name in the source “Memory Stick”. 
<=1> |C531 1 

[C53l~| MEMORY STICK menu 

Assign the channel of the selected file from which to copy 
data. 

CH NO: Enter the channel number. 


The following are set. 

• Setting the remote control function of the network 
(NETWORK... menu) 

• Setting for the parallel remote control functions 
(PARALLEL REMOTE... menu) 

• Power-up condition of the monitor (POWER... menu) 

• Setting of the details about the blanking 
(BLANKING SETTINGS... menu) 

• Setting the data about the screen display (ON 
SCREEN SET... menu) 

• Setting the passwords for the menu (PASSWORD... 
menu) 

• Displaying the menu for maintenance 
(MAINTENANCE... menu) 
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Structure of the SYSTEM 
CONFIGURATION Menu 


Setting Lists in the SYSTEM 
CONFIGURATION Menu 


Level 1 

Level 2 

Level 3 

NETWORK... [pH 

MONITOR ID 


GROUP ID 


NETWORK 
SETTINGS... (dTH 


SNMP SETTINGS... 

[pH] 


PARALLEL 

REMOTE... [D2] 

PARALLEL 

REMOTE 


1 PIN... -8 PIN... 

[D2T1 

PARALLEL 

REMOTE [D2TTI 

POWER... [D3] 

STANDBY MODE 


POWER ON 

STATUS 


DEFAULT CH 


DEGAUSS DELAY 


BLANKING 
SETTINGS... [Em] 

ANCILLARY DATA 


VITS BLK 


ON SCREEN SET... 

m 

FORMAT DISPLAY 


POSITION 


CH NO 


POSITION 


CH NAME 


POSITION 


PASSWORD... [pH 

CHANGE 

PASSWORD... [pH] 

CHANGE 

PASSWORD [DeTTI 

APPLY 

PASSWORD... [D62] 

APPLY PASSWORD 

1 D621 | 

MAINTENANCE... [dt] 




This section explains the setting lists displayed in the 

menu. 

How to read the settin lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu number, see “About 

menu numbers’’ on page 23. 

• The arrow mark (■=>) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 

[D] SYSTEM CONFIGURATION Menu 

NETWORK...: Set the remote control function of the 
network. ■=> ! Pi I 

PARALLEL REMOTE...: Set the parallel remote 
control function. ■=> ! D2| 

POWER. . . : Set the condition of the monitor when the 
main power is turned on or the power is turned on 
by remote operation. <=> 1 D3[ 

BLANKING SETTINGS...: Adjust the data for the 
blanking. <=>[~D4l 

ON SCREEN SET...: Set the data for the screen 
display. ==> |D5| 

PASSWORD...: Set the passwords for the menu. 
■=>|~D6l 

MAINTENANCE...: Display the menu for 
maintenance. ==> | D7] 

[DTI NETWORK... menu 

MONITOR ID: Enter a monitor ID No.. 

Set to 01 to 99 (default setting is 01). 

GROUP ID: Enter a group ID No.. 

Set to 01 to 99 (default setting is 01). 

NETWORK SETTINGS...: Set the IP address, 
subnet mask and default gateway. ^ 1 Pi 1 1 

SNMP SETTINGS...: Set CONTACT, NAME, 
LOCATION and TRAP. <=> [Dt 2 \ 
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SYSTEM CONFIGURATION Menu 




PTTl NETWORK SETTINGS... menu 

IP ADDRESS: Set the IP address (default is 
“192.168.000.001”). 

SUBNET MASK: Set the subnet mask (default is 
“255.255.255.000”). 

DEFAULT GATEWAY : Set the default gateway on 
or off (default setting is OFF). 

ADDRESS: Set the default gateway (default is 
. — . — .— (no setting)”). 

CANCEL: Select to cancel the setting. 

CONFIRM: Select to save the setting. 


The factory settings for each pin 

1 PIN: CHOI 

2 PIN: CH02 

3 PIN: EXT SYNC 

4 PIN: MONO 

5 PIN: MARKER 

6 PIN: unused 

7 PIN: unused 

8 PIN: TALLY 

fD2TTl PARALLEL REMOTE menu 


Di2l SNMP SETTINGS... menu 

CONTACT menu: Set the information of the 
administrator. 

NEW NAME: Enter a new name (up to 20 
characters). 

The usable symbols are “(”, “)”, “+”, 7 

”, “%”, “$” and “(space)” (12 

symbols). 

NAME menu: Set the information for the 
administration (device ID). 

NEW NAME: Enter a new name (up to 20 
characters). 

The usable symbols are “(”, “)”, “+”, 7 

”, “%”, “#”, “$” and “(space)” (12 


symbols). 

LOCATION menu: Set the location information. 
NEW NAME: Enter a new name (up to 20 
characters). 

The usable symbols are “(”, “)”, “.”, “+”, “/ 

”, “%”, “*”, “#”, “$” and “(space)” (12 


symbols). 

TRAP menu: Set the address to send the information. 
TRAP1 and TRAP2 are set. 

TRAP1: Set the IP address (default setting is 


“ 000 . 000 . 000 . 000 ”). 


TRAP2: Set the IP address (default setting is 
“ 000 . 000 . 000 . 000 ”). 


CANCEL: Select to cancel the changed or 
confirmed setting. 

CONFIRM: Select to save the changed or 
confirmed setting. 


PARALLEL REMOTE (1/2) menu 

CHOI to 30: Select a channel number. Enter the 
desired channel number with the numeric button. 
— : Set to unused. 

UNDER SCAN: Set under scan on or off. 

16:9: Set a 16:9 aspect ratio on or off. 

H DELAY : Set the horizontal sync display on or off. 
V DELAY : Set the vertical sync display on or off. 
EXT SYNC: Set the synchronization to external sync 
signals enabled or disabled. 

COMB: Set the comb filter on or off. 

APERTURE: Set the correction of frequency 
characteristics enabled or disabled. 

MONO: Set monochrome display on or off. 

PARALLEL REMOTE (2/2) menu 

BLUE ONLY : Set the blue signal pictures display 
(monochrome) on or off. 

R OFF: Set cutting red beams enabled or disabled. 

G OFF: Set cutting green beams enabled or disabled. 
B OFF : Set cutting blue beams enabled or disabled. 
CHROMA UP: Set 12 dB up of the chroma setting 
value on or off. 

MARKER: Set the marker set in the channel on or off. 
TALLY : Set tally lamp on or off. 

DEGAUSS: Set degaussing on or off. 

POWER OFF: Set the monitor power on or standby. 

For the pin assignment , see “PARALLEL REMOTE 
connector” in Location and Function of Parts on page 15. 


[D2l PARALLEL REMOTE... menu 

PARALLEL REMOTE: Select whether or not to use 
the PARALLEL REMOTE functions (OFF or ON) 
(default setting is OFF) 

1 PIN... - 8 PIN...: Assign the function to each pin of 
the PARALLEL REMOTE connector when 
PARALLEL REMOTE is set to ON. ^> [D2 U 


fD2T| 1 PIN... - 8 PIN... menu 

Assign a function to the selected pin. <=> | D21 1 


I P3 1 POWER... menu 

Set the condition of the monitor when the main power 
is turned on or the power is turned on by remote 
operation. 

STANDBY MODE: Select the power-up condition 
(OFF or ON) when the MAIN POWER switch is 
turned on. 

OFF : Operation mode (default) 

ON : Standby mode 

POWER ON STATUS: Select the power-up input 
channel (LAST or CH). 
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LAST : Set the channel to the channel that was 
selected at the time the power was last turned off 
(default). 

CH: Set the channel to a specific channel number. 
DEFAULT CH: Select the channel (01 to 30) when 
the POWER ON STATUS is set to CH. (default 
setting is 01) 

DEGAUSS DELAY: Set the period from the time 
when the picture is almost displayed to the 
beginning of degaussing (000 to 255) (default 
setting is 000). Enter the desired time (in seconds). 

[~D4~1 BLANKING SETTINGS... menu 

Adjust the data for the blanking. 

ANCILLARY DATA: Select whether or not to 
display the ancillary data in the serial digital signal 
(OFF or ON) (default setting is ON). 

VITS BLK: Adjust vertical blanking so that VITS 
signals are not visible in the upper part of the 
screen. 

Set to 000 to 127 (default setting is 000). 


I~D5~1 ON SCREEN SET... menu 
Set the data about the screen display. 

FORMAT DISPLAY : Select the display mode of the 
signal system. 

AUTO: Disappears after being displayed for a 
while (default). 

ON: Displayed. 

OFF : Not displayed. 

POSITION : Select the display position for the signal 
system. 

TOP LEFT. TOP CENTER, TOP RIGHT, 
BOTTOM LEFT (default), BOTTOM CENTER, 
BOTTOM RIGHT 

CH NO: Select the display mode of the channel 
number 

AUTO: Disappears after being displayed for a 
while (default). 

ON: Displayed. 

OFF : Not displayed. 

POSITION : Select the display position for the 
channel number. 

TOP LEFT, TOP CENTER, TOP RIGHT (default), 
BOTTOM LEFT, BOTTOM CENTER, BOTTOM 
RIGHT 

CH NAME: Select the display mode of the channel 
name 

AUTO: Disappears after being displayed for a 
while (default). 


ON: Displayed. 

OFF : Not displayed. 

POSITION: Select the display position for the 
channel name. 

TOP LEFT (default), TOP CENTER, TOP RIGHT, 
BOTTOM LEFT. BOTTOM CENTER, BOTTOM 
RIGHT 

[D6l PASSWORD... menu 

Set the password for the menu 

Enter four characters. Default setting is “9999”. 

CHANGE PASSWORD...: Change the password. 
■=>[D 61 ] 

APPLY PASSWORD...: Assign the password to a 
menu item. <=1> | D62 1 


[D6T1 CHANGE PASSWORD... menu 

Change the password. 

ENTER NEW PASSWORD: Enter a new password 
with the number button and press the ENTER 
button. ■=> ! D61 1 1 

[PeTTl CHANGE PASSWORD menu 

Create a new password. 

RE-ENTER PASSWORD: Enter the new password 
again and press the ENTER button. The password 
is registered. 

To change it, press the MENU button. 

[D62l APPLY PASSWORD... menu 

Select whether or not to apply the password to each menu. 
PICTURE ADJ: Select YES or NO. 

COLOR TEMP ADJ: Select YES or NO. 

INPUT CONFIGURATION: Select YES or NO. 
SYSTEM CONFIGURATION: Select YES or NO. 
INDIVIDUAL ITEMS...: Display the items of the 
SYSTEM CONFIGURATION menu. ^ [D62T1 
INSTALLATION SETTINGS: Select YES or NO. 
FILE MANAGEMENT: Select YES or NO. 
CONTROLLER: Select YES or NO. 

KEY PROTECT: Select YES or NO. 

[D62T1 APPLY PASSWORD menu 

Select whether or not to apply the password to the 
SYSTEM CONFIGURATION menu. 

NETWORK: Select YES or NO. 

PARALLEL REMOTE: Select YES or NO. 
POWER: Select YES or NO. 

BLANKING SETTINGS: Select YES or NO. 

ON SCREEN SET: Select YES or NO. 

fD7l MAINTENANCE... menu 

The menu for the maintenance personnel is displayed. 
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Structure of the INSTALLATION 
SETTINGS Menu 


H Installation Settings 


- INSTALLATION 
SETTINGS Menu 


Overview 

Initial settings of geometry, convergence, etc. are adjusted 
from this menu. 

The following are adjusted. 

• Correcting the shift of beam landing caused by the 
earth’s magnetism (LANDING ADJUST... menu) 

• Adjusting the position and size of the picture and 
convergence (ALIGNMENT... menu ) 

• Adjusting the color unevenness of the CRT 
(DIGITAL UNIFORMITY ADJ... menu) 


Note 


Perform digital uniformity adjustment after beam landing 
adjustment has been completed. 


Level 1 

Level 2 

Level 3 

LANDING ADJUST... 

m 

NS 


RESTORE FACTORY 
DATA [HO 


ALIGNMENT... \M\ 

ROTATION 


H PHASE 


V CENTER 


H SIZE 


V SIZE 


SUB CONTRAST 


H PIN 


H PIN BAL 


H CORNER PIN 


H CORNER S 


H KEY 


H KEY BAL 


V STATIC CONV 


V CONV TOP 


V CONV BOT 


H STATIC CONV 


RESTORE FACTORY 

DATA 


DIGITAL UNIFORMITY 
ADJ... [H] 

MANUAL... mu 

MANUAL 

adjust mm 

CURSOR H 

SIZE 

V SIZE 

AUTO FULL POINTS 
ADJ mu 


AUTO ONE POINT 

adj mu 


SIGNAL 


RESTORE FACTORY 

DATA 
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Setting Lists in the INSTALLATION 
SETTINGS Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on menu numbers, see “About menu 
numbers” on page 23. 

• The arrow mark (■=!>) refers you to another setting list 
that appears after you make a setting, or to an operation 
that is to be carried out as a result of a setting. 

E INSTALLATION SETTINGS menu 

LANDING ADJUST...: Set the initial value of 
landing, alignment, signal level adjustment, etc. 

=>[m 

ALIGNMENT...: Adjust the position and size of the 
picture and convergence. ■=> ! E2| 

DIGITAL UNIFORMITY ADJ...: Adjust the color 
unevenness of the CRT. <=> | E3j 


[~E2~1 ALIGNMENT... menu 

Adjust the position size or geometry of the picture or 
convergence with the UP and DOWN buttons or PHASE 
knob. 

ALIGNMENT (1/3) menu 

Adjust the position or size of the picture of the monitored 
signal system, aspect and scan size. 

ROTATION: Compensates for the screen rotation 
which occurs when the monitor is installed facing 
north or south. 

The data is also applied for the monitored signal 
system, aspect and scan size. 




H PHASE: Adjust the horizontal picture position. 



n=n t 4 » T 44 t\t/^ a . 4 .. V CENTER: Adjust the vertical picture position. 

I El | LANDING ADJUST... menu J ^ ^ 

Set the initial value of landing, alignment, signal level 

adjustment, etc. 

NS: Correct the beam landing shift at the top center 

and bottom center of the screen. 

RESTORE FACTORY DATA: Reset adjustment to 

the default setting. <=> | El 1 1 H SIZE: Adjust the width of the picture. 


fETTI RESTORE FACTORY DATA menu 

Reset adjustment to the default setting. 

The following message appears. 

RESET FACTORY DATA? 

OK: Press the ENTER or End button to reset 

adjustment to the default setting. V SIZE: Ad J ust the hei § ht of the P icture - 

CANCEL: Press the MENU button to cancel the reset 

operation. 


SUB CONTRAST: Adjust the center value of the 
contrast when the image size or signal system is 
changed. 
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ALIGNMENT (2/3) menu 

Adjust the geometry of the picture. 

H PIN : Correct side pincushion distortion. 



H PIN BAL: Correct the balance of side pincushion 
distortion. 



H CORNER PIN : Correct pincushion distortion at the 
sides of the picture. 



H CORNER S: Correct S pincushion distortion at the 
sides of the picture. 



H KEY : Correct trapezoid distortion. 



H KEY BAL: Correct the balance of trapezoid 
distortion. 



RESTORE FACTORY DATA: Reset the 

ALIGNMENT data of the monitored signal system, 
aspect and scan size to the default setting. The 
following message appears to confirm the data reset 
operation. 

RESTORE FACTORY DATA? 

OK: Press the ENTER or Ent button to reset the 
data. 

CANCEL: Press the MENU button to cancel the 
reset operation. 

[E3l DIGITAL UNIFORMITY ADJ... menu 

Adjust the color unevenness of the CRT. 

The signal system, aspect and scan size for the adjustment 
are displayed on the top of the screen. 

MANUAL...: Adjust with the MANUAL knobs. 
^> fE3Tl 

AUTO FULL POINTS ADJ: Automatically adjust 
the whole area of the screen in sequence using the 
Sony BKM-14L Auto Setup Probe. E32 1 
AUTO ONE POINT ADJ: Automatically adjust only 
the selected adjustment point of the screen using the 
Sony BKM-14L Auto Setup Probe. ==> 1 E33 1 
SIGNAL: Select the white signal to be used for 
adjustment (default setting is EXT). 

EXT : Use an external input signal. Input the 
appropriate signal. 

INT: Use an internal white signal. 

RESTORE FACTORY DATA: Reset the DIGITAL 
UNIFORMITY data of the monitored signal 
system, aspect and scan size to the default setting. 
The following message appears to confirm the data 
reset operation. 

RESTORE FACTORY DATA? 

OK: Press the ENTER or Ent button to reset the 
data. 

CANCEL: Press the MENU button to cancel the 
reset operation. 


[E3T1 MANUAL... menu 

Adjust the gain of R, G and B with the MANUAL knobs. 
MANUAL ADJUST: Adjust the gain. ^> rE3TU (It 
may take some time to display the next menu.) 
CURSOR H SIZE: Specify the horizontal size of the 
cursor (1 to 5). 

V SIZE: Specify the vertical size of the cursor (1 to 5). 


ALIGNMENT (3/3) menu 

Adjust the convergence. 

V STATIC CONV : Adjust vertical static convergence 

on the whole screen. 

V CONV TOP: Adjust vertical convergence at the top 

of the screen. 

V CONV BOT: Adjust vertical convergence at the 

bottom of the screen. 

H STATIC CONV : Adjust horizontal static 
convergence on the whole screen. 
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Knobs and buttons used for each adjustment 

RED: CONTRAST KNOB (Adjust the R gain with 
the CONTRAST knob.) 

GREEN: BRIGHT KNOB (Adjust the G gain with 
the BRIGHT knob.) 

BLUE: CHROMA KNOB (Adjust the B gain with 
the CHROMA knob.) 

CURSOR POSITION: 10KEY (Move the cursor 
using the numeric keypad (except the 5 button) as 
illustrated below. Turn the cursor ON/OFF using 
the 5 button.) 


The cursor moves in the 
direction of the arrow 
corresponding to the 
pressed button. 

□ □ 0 

/ l \ 


\ I / 

0 0 0 

0 0 0 — ► 


LUMINANCE: PHASE KNOB (Adjust the phase 
with the PHASE knob.) 


fE3TT1 MANUAL ADJUST menu 
Adjust the gain at the cursor position using the 
CONTRAST (RED), BRIGHT (GREEN), CHROMA 
(BLUE) and PHASE (LUMINANCE) knobs. Move the 
cursor using the numeric keypad. 

To reset RED/GREEN/BLUE to the value before 
adjustment 

When you are adjusting the gain using the MANUAL 
adjustment knobs, you can reset the setting to the one 
before adjustment by pressing the corresponding 
MANUAL button. 

To cancel adjustment 

Press the MENU button. The adjusted data is cleared and 
the screen returns to I E31 1 . (It may take some time to 
change to the previous menu.) 

To confirm adjustment 

Press the ENTER (Ent) button. 

When you want to erase characters from the 
screen while adjusting manually 

Press the CHAR OFF button. The characters disappear. To 
display characters, press the CHAR OFF button again. 

[E32l AUTO FULL POINTS ADJ menu 

Automatically adjust the whole area of the screen in 
sequence using the Sony BKM-14L Auto Setup Probe. 
Before entering the AUTO FULL POINTS ADJ menu, 
connect the BKM-14L to the OPTION connector. 

The following message appears. (It may take some time to 
change to the next menu.) 


SET PROBE ON CURSOR 

To perform adjustment, operate the BKM-14L as follows: 

© Place the BKM-14L on the cursor displayed in the 
center of the screen. The adjustment starts. When the 
adjustment is completed, the cursor is displayed at the 
next adjustment point. 

(D Move the B KM- 14L to the cursor. The next 
adjustment is performed. 

In the same way, adjust each adjustment point guided by 
the cursor. When the adjustment of all points is completed, 
the screen automatically returns to the INSTALLATION 
SETTINGS menu. 

To cancel adjustment 

Press the MENU button. The adjusted data is cleared and 
the screen returns to the DIGITAL UNIFORMITY ADJ... 
menu. (It may take some time to change to the previous 
menu.) 

If the BKM-14L is not placed on the cursor 

The following message appears, and the cursor moves to 
the right and left alternately on the screen. 

DO YOU WISH TO CANCEL? 

CANCEL: LEFT CURSOR 
CONTINUE: RIGHT CURSOR 

To abort, place the BKM-14L on the cursor when it is 
displayed on the left. Returns to the DIGITAL 
UNIFORMITY ADJ... menu. 

To continue, place the BKM-14L on the cursor when it is 
displayed on the right. Returns to AUTO FULL POINTS 
ADJ menu. 

[~E33~| AUTO ONE POINT ADJ menu 

Automatically adjust only the selected adjustment point of 
the screen using the Sony BKM-14L Auto Setup Probe. 
Before entering the AUTO ONE POINT ADJ menu, 
connect the BKM-14L to the OPTION connector. 

The cursor flashes in the center of the screen. 

Knobs and buttons used for each adjustment 

CURSOR POSITION: 10KEY: Move the cursor 
using the numeric keypad (except the 5 button). 
Turn the cursor ON/OFF using the 5 button. 

TO CANCEL: MENU KEY: Press the MENU button 
to clear the adjusted data and return to the previous 
menu. 

TO CONFIRM: ENTER KEY: Press the ENTER or 
Ent button to confirm the adjusted data. 

To perform adjustment, operate the BKM-14L as follows: 
© Move the cursor to the desired point using the numeric 
keypad (except the 5 button), and press the ENTER or 
Ent button. The following message appears and the 
cursor returns to the center. 

SET PROBE ON CURSOR 
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Note 


If you press the ENTER or Ent button without moving 
the cursor, the screen returns to the DIGITAL 
UNIFORMITY ADJ... menu. 

© Place the BKM-14L on the cursor displayed in the 
center of the screen. The adjustment of the center of 
the screen starts. “IN PROGRESS” appears during 
adjustment, and the cursor returns to the point set in 
step (D when the adjustment is completed. 

© Move the BKM-14L to the cursor. Adjustment of the 
specified point is performed. “IN PROGRESS” 
appears during adjustment, and the cursor flashes when 
the adjustment of that point is completed. 

To adjust another point of the screen 

Move the cursor to the desired point using the numeric 
keypad (except the 5 button), and press the ENTER or Ent 
button. Then place the BKM- 14L on the cursor to perform 
the adjustment. Repeat this procedure for each adjustment 
point. 

To finish the adjustment 

When the adjustment of the specified points is completed, 
press the ENTER or Ent button without operating the 
numeric keypad. The adjusted data is stored in the memory 
and the screen returns to the INSTALLATION SETTINGS 
menu. (It may take some time to change to the previous 
menu.) 


Note 


Operating the numeric keypad before pressing the ENTER 
or Ent button starts the adjustment. 

To cancel adjustment 

Press the MENU button. The adjusted data is cleared and 
the screen returns to the DIGITAL UNIFORMITY ADJ... 
menu. (It may take some time to change to the previous 
menu.) 

If the BKM-14L is not placed on the cursor 

The following message appears, and the cursor moves to 
the right and left alternately on the screen. 

DO YOU WISH TO CANCEL? 

CANCEL: LEFT CURSOR 
CONTINUE: RIGHT CURSOR 


[f] System Data Operation 
- FILE MANAGEMENT 
Menu 


Overview 

The system data is saved, copied and deleted. 

The following operations are possible with this menu. 

• Saving data to a “Memory Stick” (SAVE TO... menu) 

• Copying data from a “Memory Stick” or other 
monitor (COPY FROM... menu) 

• Deleting a file in a “Memory Stick” (DELETE... 
menu) 

• Maintenance of the system data (DATA 
MAINTENANCE... menu) 


Structure of the FILE MANAGEMENT 
Menu 


Level 1 

Level 2 

Level 3 

SAVE TO... [FT] 

SAVE TO MEMORY 
STICK EED 

MEMORY STICK | Fin 1 

COPY FROM... 

|F21 

OTHER MONITOR... 

[F2T| 

OTHER MONITOR 

E 2 TTI 

MEMORY STICK... 

[F22l 

MEMORY STICK E 221 I 

DELETE... \m 

DELETE MEMORY 
STICK Em 

MEMORY STICK |F3ii| 

DATA 

MAINTENANCE... 

fF4l 

BACK UP SYSTEM 
DATA Em 


RE-STORE 

SYSTEM DATA E3E 


RE-LOAD FACTORY 

DATA... E43[ 

RE-LOAD FACTORY 

DATA 1 F 431 1 


To abort, place the BKM-14L on the cursor when it is 
displayed on the left. Returns to DIGITAL 
UNIFORMITY ADJ... menu. 

To continue, place the BKM-14L on the cursor when it is 
displayed on the right. Returns to AUTO ONE POINT 
ADJ menu. 


00 System Data Operation - FILE MANAGEMENT Menu 


47 


Chapter 2 Menu 



Chapter 2 Menu 


Setting Lists in the FILE 
MANAGEMENT Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu numbers, see “About 
menu numbers” on page 23. 

• The arrow mark (■=>) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 

E FILE MANAGEMENT menu 
SAVE TO...: Save the data. 

COPY FROM...: Copy the data. -=£>[£2] 

DELETE...: Delete the file, F3| 

DATA MAINTENANCE...: Service the system data. 

=>[£±] 

[Fil SAVE TO... menu 

Save the data in the “Memory Stick”. ^d> | Fil | 


Note 


Use the “Memory Stick” after formatting. 


[pm SAVE TO MEMORY STICK menu 

Select the name of the file to which to write data, or create 

a new file name. ■=£> ! Fill] 

NEW NAME: Enter a new name (1 to 20 characters). 

The usable symbols are and “$”. 

[PlTTI MEMORY STICK menu 

The following message appears. 

OVERWRITE THIS FILE? 

OK: Press the ENTER or Ent button to overwrite the 
data. 

CANCEL: Press the MENU button to cancel 
overwriting. 

l~F2l COPY FROM... menu 

Select the file to copy the data. 

OTHER MONITOR...: Select the data of other 
monitor. F21 1 

MEMORY STICK...: Select the file of the “Memory 
Stick”. ^> [F22] 

[F2T1 OTHER MONITOR... menu 

Assign the ID No. of the source monitor. 

MONITOR ID...: Enter the ID No. of the monitor. 
■=d>[F2TTl 


[F 2 U] OTHER MONITOR menu 

Select the data to be copied. 

ALL: Copy all data. 

PICTURE PRESET : Copy the picture preset data. 
COLOR TEMP: Copy the color temperature data. 
CH MEMORY : Copy the channel memory data. 
SYSTEM: Copy the system data. 


[F22l MEMORY STICK... menu 

Select the file name in the source “Memory Stick”. 
■=> | F221 | 


1F22T1 MEMORY STICK menu 
Select the data to be read. 

ALL: Copy all data. 

PICTURE PRESET : Copy the picture preset data. 
COLOR TEMP: Copy the color temperature data. 
CH MEMORY : Copy the channel memory data. 
SYSTEM: Copy the system data. 

I F3 1 DELET... menu 

Delete the file in the “Memory Stick”. => | F31 1 

l~F3i~| DELETE MEMORY STICK menu 
Delete the file in the “Memory Stick”. 

Select the file ^d> | F31 1 ] 

[F3TT1 MEMORY STICK menu 

The following confirmation message appears. 

DELETE THIS FILE? 

OK: Press the ENTER or Ent button to delete data. 
CANCEL: Press the MENU button to cancel the 
delete operation. 

[F4] DATA MAINTENANCE... menu 

The password is confirmed to display the DATA 

MAINTENANCE... menu. 

BACK UP SYSTEM DATA...: Write the data to the 
“Memory Stick”. !=> | F41 1 

RE-STORE SYSTEM DATA...: Read the data from 
the “Memory Stick”. I =d> | F42 
RE-LOAD FACTORY DATA...: Read the factory 
default data of the installed board, F43 

fF4T1 BACK UP SYSTEM DATA menu 

The “IN PROGRESS -” is displayed during data writing. 

(It may take some time to write the data.) 
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[F42l RE-STORE SYSTEM DATA menu 

The following message appears to confirm the data restore 
operation. 

ALL DATA WILL BE RESTORED 
AND MONITOR WILL RESTART 
ARE YOU SURE? 

OK: To continue, press the ENTER or Ent button. 
Read the data from the monitor “Memory Stick” 
and automatically restart the monitor. 

CANCEL: To cancel, press the MENU button. 
Return to the DATA MAINTENANCE... menu. 

[F43l RE-LOAD FACTORY DATA menu 

Select a slot where a board is installed to reload factory 
default data to the board. 

Select SLOT2 to SLOT6. SLOT5 is divided into VIDEO 
data and BLANKING data. ■=> ! F431 1 


[F43TI RE-LOAD FACTORY DATA menu 

The following message appears to confirm the data reload 
operation. 

DATA RESET TO 
ITS FACTORY SETTING 
AND MONITOR WILL RESTART 
ARE YOU SURE? 

OK: To continue, press the ENTER or Ent button. 
Resets the data and automatically restart the 
monitor. 

CANCEL: To cancel, press the MENU button. 
Returns to the RE-LOAD FACTORY DATA 
menu. 


Displaying 
Information On the 
Monitor - STATUS Menu 


Overview 

This menu is used to view general data about the monitor 
status, current channel, etc. 

The following information is displayed on the two pages of 
the STATUS menu. 

• Data about the current channel and the input adaptor 
installed in the slots in the rear panel (STATUS (1/2) 
menu) 

• Data about the monitor and the controller (controlled 
monitor) in use (STATUS (2/2) menu) 


Structure of the STATUS Menu 


Level 1 

Level 2 

CH STATUS... [Ml 

CH 

OP 

IN 

FORMAT 

NAME 

SLOT STATUS [G2] 

MODEL NAME 

SERIAL NO 

MODEL NAME 


SERIAL NO 


SOFTWARE VERSION 


OPERATION TIME 


CRT TURN ON TIME 


IP ADDR 


CONTROLLER STATUS... [G3] 

MODEL NAME 

SERIAL NO 

SOFTWARE VERSION 

IP ADDR 


[g 1 Displaying Information On the Monitor - STATUS Menu 
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Setting Lists in the STATUS Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu numbers, see “About 
menu numbers” on page 23. 

• The arrow mark l 1 ^) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 

[G] STATUS menu 

Select the STATUS (1/2) menu or STATUS (2/2) menu. 

STATUS (1/2) menu 

CH STATUS...: Display the information of the used 
channel. =i> |G1 1 

SLOT STATUS...: Display the type of OPTION 1 to 
3. 

HD-SDI/D1...: Display when BKM-61D is 
installed. 

SDI/COMPOSITE...: Display when BKM-62HS 
is installed. 

COMPONENT...: Display when BKM-68X is 
installed. 

EMPTY...: Display when no adaptor is installed. 
STATUS (2/2) menu 

Data on the monitor and controller (controlled monitor) is 
displayed. 

MODEL NAME: Model name of the monitor 
SERIAL NO: Serial number of the monitor 
SOFTWARE VERSION: Software version of the 
monitor 

OPERATION TIME: Operation time (in hours) of 
the monitor 

CRT TURN ON TIME: Used time of the CRT (in 
hours) 

IP ADDR: IP address of the monitor 
CONTROLLER STATUS...: Information on the 
controller (controlled monitor) ^=>[(33] 


[Gil CH STATUS... menu 

Display the information on the used channel. 

The information of the assigned internal signal is displayed 
on the channels 80 to 89 and 91 to 97. 

CH: Channel number 

OP: Option slot number (OPTION1 to 3) 

IN : Input connector number 
FORMAT: Input signal format 
NAME: Channel name 

The information of the internal signal is displayed 
in channels 80 to 89 and 91 to 97. 

lG2l SLOT STATUS menu 

Display the type of input adaptor installed in OPTION 1 to 
3. 

MODEL NAME: Model name 
SERIAL NO: Serial number 

fG3l CONTROLLER STATUS... menu 

Display information on the controller (controlled monitor). 
MODEL NAME: Model name 
SERIAL NO: Serial number 
SOFTWARE VERSION: Software version 
IP ADDR: IP address 
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EQ Setting the Controller 


- CONTROLLER Menu 


Overview 

When the Monitor Control Unit BKM-15R is connected, 
this menu is for the network setting of the controller. 


Note 


When the BVM-A14F5U/A14F5M/A14F5A is used as the 
controller, the NETWORK SETTINGS... menu and the 
NETWORK SW menu cannot be selected. 

• Setting the display method of the monitor select 
display window (MONITOR ID DISPLAY menu) 

• Settings for IP address, subnet mask and default 
gateway of the controller (NETWORK SETTINGS... 
menu) 

• Displaying the setting of the NETWORK switch 
(NETWORK SW menu) 


Structure of the CONTROLLER Menu 


Level 1 

Level 2 

Level 3 

MONITOR ID 
DISPLAY ED 



NETWORK 
SETTINGS... ED 

IP ADDRESS 


SUBNET MASK 


DEFAULT GATEWAY 


ADDRESS 


NETWORK SW 



SNMP 

SETTINGS... ED 

CONTACT 


NAME 


LOCATION 


TRAP 



Setting Lists in the CONTROLLER 
Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu number, see “About 
menu numbers ” on page 23. 


• The arrow mark (■=>) refers you to another setting list 
that appears after you make the setting, or to an operation 
that is to be carried out as a result of the setting. 

[H] CONTROLLER menu 

The network, system, etc. of the controller is set. 

MONITOR ID DISPLAY: When the NETWORK 
switch is set to LAN, set the display method of the 
monitor select display window. <={> 1 HI | 

NETWORK SETTINGS...: Display the NETWORK 
SETTINGS menu. =>[H 2 ] 

NETWORK SW: Display the setting of the 

NETWORK switch (LAN or PEER TO PEER). 

As the NETWORK switch is not equipped with 
BVM-A14F5U/A14F5M/A14F5A and the 
function is set to LAN mode, when BVM-A14F5U/ 
A14F5M/A14F5A is used as the controller, this is 
not displayed. 

SNMP SETTINGS...: Set CONTACT, NAME, 
LOCATION and TRAP. ^>fH3l 

EiTI MONITOR ID DISPLAY menu 

When the NETWORK switch is set to LAN, the display 
method of the monitor select display window is set. 

As the NETWORK switch is not equipped with BVM- 
A14F5U/A14F5M/A14F5A and the function is set to LAN 
mode, when BVM-A14F5U/A14F5M/A14F5A is used as 
the controller, this is always selectable. 

ON: Always displayed (default). 

AUTO: Displayed during operating by the remote 
connection and cleared after operation 

OFF : Not displayed. 

[02] NETWORK SETTINGS... menu 

Set the IP address, subnet mask and default gateway. 

IP ADDRESS: Set the IP address (default setting is 
“192.168.000.100”). 

SUBNET MASK: Set the subnet mask (default setting 
is “255.255.255.0”). 

DEFAULT GATEWAY : Set the default gateway on 
or off (default setting is OFF). 

ADDRESS: Set the default gateway (default 
setting is “ — . — (no setting)”). 

CANCEL: Select to cancel the setting. 

CONFIRM: Select to save the setting. 


Note 


When the NETWORK switch of the BKM-15R is set to 
PEER TO PEER, the IP address is set to 
“192.168.000.100” regardless of the display. 

When the NETWORK switch is set to LAN, the IP address 
is set to the displayed one. 

fH3l SNMP SETTINGS... menu 

CONTACT menu: Set the information of the 
administrator. 


finl Setting the Controller - CONTROLLER Menu 
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NEW NAME: Enter a new name (up to 20 
characters). 

The usable symbols are “/ 

”, “%”, “$” and “(space)” (12 

symbols). 

NAME menu: Set the information for the 
administration (device ID). 

NEW NAME: Enter a new name (up to 20 
characters). 

The usable symbols are “(", “)”, “+”, “/ 

”, “$” and “(space)” (12 

symbols). 

LOCATION menu: Set the location information. 
NEW NAME: Enter a new name (up to 20 
characters). 

The usable symbols are “(”, “)”, “.”, “+”, 7 

”, “%”, “*”, “#”, “$” and “(space)” (12 

symbols). 

TRAP menu: Set the address to send the information. 
TRAP 1 and TRAP2 are set. 

TRAP1: Set the IP address (default setting is 
“ 000 . 000 . 000 . 000 ”). 

TRAP2: Set the IP address (default setting is 
“ 000 . 000 . 000 . 000 ”). 

CANCEL: Select to cancel the changed or 
confirmed setting. 

CONFIRM: Select to save the changed or 
confirmed setting. 


HI Setting Key Protect 
- KEY PROTECT Menu 


Overview 

The data is locked so that they cannot be changed by an 
unauthorized user. 


Setting Lists in the KEY PROTECT 
Menu 

This section explains the setting lists displayed in the 
menu. 

How to read the setting lists 

• For purposes of explanation, each setting list is preceded 
by a menu number. These numbers are not displayed on 
the screen. 

For more information on the menu number, see “About 
menu numbers’’ on page 23. 

The arrow mark ( refers you to another setting list that 
appears after you make the setting, or to an operation that 
is to be carried out as a result of the setting. 

□ KEY PROTECT menu 

ON : The button on the monitor (except the menu 
operation buttons and monitor select buttons) does 
not function and other settings are not changeable. 
OFF : Release the lock. 
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Specifications 

General 

System 15.625 kHz - 45 kHz (For details, see 

“Available Signal Systems” on page 
55.) 

CRT 

HR Trinitron, 4:3 aspect ratio 
Aperture grille pitch: 

0.25 mm, 90 degree deflection, 

029.4 mm diameter in-line gun 
Effective picture size 

With 16:9 aspect ratio: 

267.5 x 150.5 mm (10 5 /s x 6 inches) 
(w/h) 

306.9 mm (1278 inches) (diagonal size) 
With 4:3 aspect ratio: 

267.5 x 200.6 mm (10 5 /s x 8 inches) 
(w/h) 

331.6 mm ( 1 3 1 /8 inches) (diagonal size) 
CRT protection: EHT (extremely high tension) 

protection type 

Warm-up time: 

approx. 30 minutes 
Anode voltage: 

25 kV with no beam current 
Nominal chromaticity coordinates: 

SMPTE C phosphor (BVM-A14F5U) 



X 

y 

R 

0.630 

0.340 

G 

0.310 

0.595 

B 

0.155 

0.070 


Error: ± 0.007 or less 


EBU phosphor (BVM-A14F5M/A14F5A) 



X 

y 

R 

0.640 

0.330 

G 

0.290 

0.600 

B 

0.150 

0.060 


Error: ± 0.007 or less 

Power consumption 

170 W (When an optional adaptor is 
installed) 

Power requirements 

100 to 240 V AC, 1.8 to 0.8 A, 

50/60 Hz 

Peak inrush current 

© Power ON, current probe method: 47 
A (240 V) 

(D Hot switching inrush current, 
measured in accordance with 
European standard EN55103-1 22 A 
(230 V) 

Mass approx. 27 kg (59 lb 8 oz) 

Input/output connectors 

Control 

OPTION: Mini-DIN 8-pin (female) x 1 
PARALLEL REMOTE: D-sub 9-pin 
(female) x 1 

SERVICE: D-sub 9-pin (male) x 1 
LAN (10BASE-T/100BASE-TX): 

RJ-45 x 1 
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Video signal 

Differential gain 

Less than 5% (for luminance from 0 to 
100 cd/m 2 ) 

Differential phase 

Less than 5° (for luminance from 0 to 100 
cd/m 2 ) 

Frequency response 

48 Hz to 30 MHz, + 1 dB/ -3 dB 

DC restoration Back porch type 

Black level fluctuation: less than 1% for 
10 % to 90% APL input signal 
variation 

Synchronization 

Vertical blanking time 

Less than 650 ps. 

Horizontal blanking time 

Less than 3.77 ps. (1080/601, 1035/601) 

Picture performance 

Normal scan 5% over scan of CRT effective screen 
area (±10% of CRT effective screen 
area) 

Under scan 3% under scan of CRT effective screen 
area (±10% of CRT effective screen 
area) 

Linearity Within a central area bounded by a circle 

with a diameter equal to the picture 
height, less than 0.5 % of the picture 
height, and outside the same area, 
about 1 % of the picture height 

Color temperature 

D61, D65, D93 (adjustable to other color 
temperatures) 

Convergence error 

Within a central area bounded by a circle 
with a diameter equal to the picture 
height: 

less than 0.4 mm with a central area 
bounded by a circle and less than 0.7 
mm at any other point. 

Standard luminescence 

100 cd/m 2 (at standard 1 Vp-p, 100% 
white signal) 

Raster size stability 

Less than 1 % of picture height 

(at 100 cd/m 2 peak luminescence, 10 
to 90% APL) 

Resolution 600 TV lines (16:9) 

800 TV lines (4:3) 

(at screen center, 100 cd/m - 
luminescence) 


Operating conditions 

Temperature 0°C to 35°C (32°F to 95°F) 

Optimum temperature 

20°C to 30°C (68°F to 86°F) 

Humidity 0% to 90% (no condensation) 

Pressure 700 hPa to 1060 hPa 

Storage and transport conditions 

Temperature -10°C to 40°C (14°F to 104°F) 
Humidity 0% to 90% 

Pressure 700 hPa to 1060 hPa 

Accessories supplied 

AC power cord (1) 

AC plug holder (1) 

Fuse (1) 

Tally plate (1) 

4:3 mask (1) 

Operation manual ( 1 ) 

Menu tree reference (1) 

Cleaning of the CRT Surface (1) 

Design and specifications are subject to change without 
notice. 
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Available Signal Systems 


System 

Total lines 
per frame 

Active lines 
per frame 

Frame rate (Hz) 

Scanning 

format 

Aspect 

ratio 

Standard 

Display on 
the monitor * 3 

575/501 

625 

575 

25 

2:1 interlace 

16:9/4:3 

Rec ITU-R BT.601 

575/501 

480/59.941 

525 

483 

30/1.001 

2:1 interlace 

16:9/4:3 

Rec ITU-R BT.601 

480/601 

576/50P 

625 

576 

50 

Progressive 

16:9/4:3 

Rec ITU-R BT.1358 

576/50P 

480/59. 94P 

525 

483 

60/1 .001 

Progressive 

16:9/4:3 

SMPTE 293M/ 

Rec ITU-R BT.1358 

480/60P 

1080/24PsF 

1125 

1080 

24 

2:1 interlace 

16:9 

SMPTE RP211 

1080/481 

24/1 .001 

1080/50I* 1 

1125 

1080 

25 

2:1 interlace 

16:9 

SMPTE 274M 

1080/501 

1035/601 

1125 

1035 

30 

2:1 interlace 

16:9 

SMPTE 240M/ 
SMPTE 260M/ 

BTA S-001 B 

1035/601 

30/1.001 

1080/60I* 2 

1125 

1080 

30 

2:1 interlace 

16:9 

SMPTE 274M 

1080/601 

30/1 .001 

720/50P 

750 

720 

50 

Progressive 

16:9 

SMPTE 296M 

720/50P 

720/60P 

750 

720 

60 

Progressive 

16:9 

SMPTE 296M 

720/60P 

60/1.001 


*1 Also applicable to 1080/25PsF. 

*2 Also applicable to 1080/30PsF. 

*3 When no signal is input or the input signal is not available, NO SYNC is displayed on the monitor. 
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Available Signal Formats 


Signal format 

System 

BKM-61D 

BKM-62HS 

BKM-68X 

Standard 

Analog Composite 

NTSC 

Setup 

level 

0 

480/59 941 

O 

X 

X 

SMPTE 170M 

7.5 


PAL 

575/501 

O 

X 

X 

Rec.lTU-R BT.470 

PAL-M 

480/59.941 

o 

X 

X 

Rec.lTU-R BT.470 

SECAM 

575/501 

o 

X 

X 

Rec.lTU-R BT.470 

Analog (Y/C) 

NTSC 

Setup 

level 

0 

480/59.941 

o 

X 

X 


7.5 

PAL 

575/501 

o 

X 

X 


PAL-M 

480/59.941 

o 

X 

X 


SECAM 

575/501 

o 

X 

X 


Analog Component 


1035/601* 

X 

X 

o 

SMPTE 240M/BTA S-001B 

1080/601* 

X 

X 

o 

SMPTE 274M 

1080/501 

X 

X 

o 

1080/30PsF* 

X 

X 

o 

SMPTE RP211 

1080/25PsF 

X 

X 

o 

1080/24PsF* 

X 

X 

o 

720/60P* 

X 

X 

o 

SMPTE 296M 

720/50P 

X 

X 

o 

480/59. 94P 

X 

X 

o 

SMPTE 293M/ 

Rec.lTU-R BT.1358 

576/50P 

X 

X 

o 

Rec.lTU-R BT.1358 

Component 

level 

N10/SMPTE 

480/59.941 

X 

X 

o 


575/501 

X 

X 

o 

EBU N10 

Beta 

0 

480/59 941 

X 

X 

o 


7.5 


Analog RGB 


1035/601* 

X 

X 

o 

SMPTE 240M/BTA S-001B 

1080/601* 

X 

X 

o 

SMPTE 274M 

1080/501 

X 

X 

o 

1080/30PsF* 

X 

X 

o 

SMPTE RP211 

1080/25PsF 

X 

X 

o 

1080/24PsF* 

X 

X 

o 

720/60P* 

X 

X 

o 

SMPTE 296M 

720/50P 

X 

X 

o 

480/59. 94P 

X 

X 

o 

SMPTE 293M/ 

Rec.lTU-R BT.1358 

576/50P 

X 

X 

o 

Rec.lTU-R BT.1358 

480/59.941 

X 

X 

o 

Rec.lTU-R BT.601 

575/501 

X 

X 

o 

Rec.lTU-R BT.601 
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Signal format 

System 

BKM-61D 

BKM-62HS 

BKM-68X 

Standard 

D1 


480/59.941 

O 

O 

X 

SMPTE 259M 

575/501 

O 

O 

X 

D2 

NTSC 

Setup 

level 

0 

480/59 941 

o 

X 

X 

SMPTE 259M 

7.5 


PAL 

575/501 

o 

X 

X 

HD SDI (10 bit system only) 

Single Link 

4:2:2 

YPBPR 

1035/601* 

X 

o 

X 

SMPTE 292M 

Single Link 

4:2:2 

YPBPR 

1080/601* 

X 

o 

X 

SMPTE 292M 

Dual Link 

4:4:4 

YPBPR 

SMPTE 372M 

GBR 

Single Link 

4:2:2 

YPBPR 

1080/501 

X 

o 

X 

SMPTE 292M 

Dual Link 

4:4:4 

YPBPR 

SMPTE 372M 

GBR 

Single Link 

4:2:2 

YPBPR 

1080/30PsF* 

X 

o 

X 

SMPTE 292M 

Dual Link 

4:4:4 

YPBPR 

SMPTE 372M 

GBR 

Single Link 

4:2:2 

YPBPR 

1080/25PsF 

X 

o 

X 

SMPTE 292M 

Dual Link 

4:4:4 

YPBPR 

SMPTE 372M 

GBR 

Single Link 

4:2:2 

YPBPR 

1080/24PsF* 

X 

o 

X 

SMPTE 292M 

Dual Link 

4:4:4 

YPBPR 

SMPTE 372M 

GBR 

Single Link 

4:2:2 

YPBPR 

720/60P* 

X 

o 

X 

SMPTE 292M 

Single Link 

4:2:2 

YPBPR 

720/50P 

X 

o 

X 

SMPTE 292M 


* Also compatible with 1/1.001. 
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Dimensional Drawing 


Left Side 


Unit: mm (inches) 


Top 




Rear 



Right Side 
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Connection Cable Specifications for Color Temperature Probes 

Special cables are required to connect color temperature The following diagrams show specifications and pin 

probes other than the Sony BKM- 14L to the monitor. assignments for the required cables. 

Connection cable for UDT INSTRUMENTS SLS 9400-FC probe 


Modular connector 


Mini DIN 8-pin connector (male) 


1 6 



Pin Number 

Signal 

1 

N.C. 

2 

N.C. 

3 

RTS 

4 

GND 

5 

N.C. 

6 

TXD 

7 

+5V 

8 

RXD 


Signal 

Pin Number 

N.C. 

1 

GND 

2 

RXD 

3 

TXD 

4 

GND 

5 

N.C. 

6 


Connection cable for KONICA MINOLTA CA-100 probe 


D-sub 25-pin connector (male) 


Mini DIN 8-pin connector (male) 



Signal 

Pin Number 

N.C. 

1 

TXD 

2 

RXD 

3 

RTS 

4 

CTS 

5 

N.C. 

6 

GND 

7 

N.C. 

8-25 


Pin Number 

Signal 

1 

N.C. 

2 

N.C. 

3 

RTS 

4 

GND 

5 

N.C. 

6 

TXD 

7 

+5V 

8 

RXD 
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Connection cable for KONICA MINOLTA CA-IOOplus probe 


D-sub 9-pin connector 
(male) 


r 1 

% 

PV 


I i 


Signal 

Pin Number 

CD 

1 

RXD 

2 

TXD 

3 

DTR 

4 

GND 

5 

DSR 

6 

RTS 

7 

CTS 

8 

GND 

9 


Mini DIN 8-pin connector 
(male) 



Pin Number 

Signal 

1 

N.C. 

2 

N.C. 

3 

RTS 

4 

GND 

5 

N.C. 

6 

TXD 

7 

+5V 

8 

RXD 


Connection cable for DK-TECHNOLOGIES PM 5639 probe 
(corresponds to DK-TECHNOLOGIES PM 5639/00 cable) 


Modular connector 



Signal 

Pin Number 

+5V 

1 

N.C. 

2 

RXD 

3 

TXD 

4 

N.C. 

5 

GND 

6 


Mini DIN 8-pin connector 
(male) 



Pin Number 

Signal 

1 

N.C. 

2 

N.C. 

3 

RTS 

4 

GND 

5 

N.C. 

6 

TXD 

7 

+5V 

8 

RXD 


Connection cable for THOMA TF6 probe 
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Menu Index 


The menu index shows the menu items provided with this the item is explained, its menu number, and the main menu 

monitor in alphabetical order. For you reference, each that the item belongs to. 

menu item is followed by the page of this manual on which 



Menu Item 

Page 

Menu number 

Main menu 

A 

ALIGNMENT 

44 

HI 

INSTALLATION SETTINGS menu 


ANALYZE 

33 

m 

COLOR TEMP ADJ menu 


APPLY PASSWORD 

42 

[D62l 

SYSTEM CONFIGURATION menu 


AUTO 

29 

(ATI 

PICTURE ADJ menu 



32 

[B2l 

COLOR TEMP ADJ menu 


AUTO ADJUST 

29 

[ATT] 

PICTURE ADJ menu 



33 

nm 

COLOR TEMP ADJ menu 


AUTO FULL POINTS ADJ 

46 

HI] 

INSTALLATION SETTINGS menu 


AUTO ONE POINT ADJ 

46 

[E33l 

INSTALLATION SETTINGS menu 

B 

BACK UP SYSTEM DATA 

48 

[F4T1 

FILE MANAGEMENT menu 


BLANKING SETTINGS 

42 

[D4] 

SYSTEM CONFIGURATION menu 

C 

CH STATUS 

50 

HI 

STATUS menu 


CHANGE PASSWORD 

42 

1 P61 | 

SYSTEM CONFIGURATION menu 


CHANNEL NAME 

38 

[C4l 

INPUT CONFIGURATION menu 


COLOR TEMP ADJ 

30 

m 

COLOR TEMP ADJ menu 


COMPONENT 

37 

[C15j 

INPUT CONFIGURATION menu 


COMPOSITE 

36 

[C13] 

INPUT CONFIGURATION menu 


CONTROLLER 

51 

0 

CONTROLLER menu 


CONTROLLER STATUS 

50 

[G3] 

STATUS menu 


COPY FROM 

30 

[A3] 

PICTURE ADJ menu 



33 

HI 

COLOR TEMP ADJ menu 



39 

EH 

INPUT CONFIGURATION menu 



48 

HI 

FILE MANAGEMENT menu 

D 

DATA MAINTENANCE 

48 

[F4| 

FILE MANAGEMENT menu 


DELETE 

48 

[F3| 

FILE MANAGEMENT menu 


DELETE MEMORY STICK 

48 

[F3T| 

FILE MANAGEMENT menu 


DIGITAL UNIFORMITY ADJ 

45 

HI 

INSTALLATION SETTINGS menu 


DK-TECHNOLOGIES 

30 

E 

COLOR TEMP ADJ menu 


DUAL LINK HD-SDI 

36 

[C12] 

INPUT CONFIGURATION menu 

F 

FILE MANAGEMENT 

47 

E 

FILE MANAGEMENT menu 


FORMAT 

36 

[CT| 

INPUT CONFIGURATION menu 

1 

INPUT CONFIGURATION 

34 

H 

INPUT CONFIGURATION menu 


INSTALLATION SETTINGS 

43 

E 

INSTALLATION SETTINGS menu 

K 

KEY PROTECT 

52 

m 

KEY PROTECT menu 


KONICA MINOLTA 

30 

E 

COLOR TEMP ADJ menu 

L 

LANDING ADJUST 

44 

[m 

INSTALLATION SETTINGS menu 


Menu Index 
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Menu Item 

Page 

Menu number 

Main menu 

M 

MAINTENANCE 

42 

fDTl 

SYSTEM CONFIGURATION menu 


MANUAL 

31 

nn 

COLOR TEMP ADJ menu 



45 

tun 

INSTALLATION SETTINGS menu 


MANUAL ADJUST 

29 

[A2] 

PICTURE ADJ menu 



32 

nm 

COLOR TEMP ADJ menu 



46 

|E311| 

INSTALLATION SETTINGS menu 


MATRIX 

37 

real 

INPUT CONFIGURATION menu 


MEMORY STICK 

30 

[A33] 

PICTURE ADJ menu 



33 

[B33] 

COLOR TEMP ADJ menu 



39 

[C53] 

INPUT CONFIGURATION menu 



48 

[ELLLl 

FILE MANAGEMENT menu 



48 

EH] 

FILE MANAGEMENT menu 



48 

ehh 

FILE MANAGEMENT menu 


MODE 

37 

ED 

INPUT CONFIGURATION menu 


MONITOR ID 

33 

1 B321 | 

COLOR TEMP ADJ menu 


MONITOR ID DISPLAY 

51 

Em 

CONTROLLER menu 

N 

NETWORK 

40 

El 

SYSTEM CONFIGURATION menu 


NETWORK SETTINGS 

41 

EH 

SYSTEM CONFIGURATION menu 



51 

Em 

CONTROLLER menu 

O 

ON SCREEN SET 

42 

El 

SYSTEM CONFIGURATION menu 


OTHER CH 

39 

EH 

INPUT CONFIGURATION menu 


OTHER MONITOR 

30 

[A32] 

PICTURE ADJ menu 



33 

[B32] 

COLOR TEMP ADJ menu 



39 

EH 

INPUT CONFIGURATION menu 



48 

EH 

FILE MANAGEMENT menu 



48 

E27H 

FILE MANAGEMENT menu 

P 

PARALLEL REMOTE 

41 

El 

SYSTEM CONFIGURATION menu 


PASSWORD 

42 

E 

SYSTEM CONFIGURATION menu 


PICTURE ADJ 

28 

0 

PICTURE ADJ menu 


POWER 

41 

E 

SYSTEM CONFIGURATION menu 


PRESET VALUE 

30 

EH 

PICTURE ADJ menu 



33 

EH 

COLOR TEMP ADJ menu 

R 

RE-LOAD FACTORY DATA 

49 

EH 

FILE MANAGEMENT menu 


RESTORE FACTORY DATA 

33 

El 

COLOR TEMP ADJ menu 



44 

EH 

INSTALLATION SETTINGS menu 


RE-STORE SYSTEM DATA 

49 

EH 

FILE MANAGEMENT menu 
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Menu Item 

Page 

Menu number 

Main menu 

s 

SAVE TO 

48 

m 

FILE MANAGEMENT menu 


SAVE TO MEMORY STICK 

48 

IfTTI 

FILE MANAGEMENT menu 


SDI/HD-SDI 

36 

fern 

INPUT CONFIGURATION menu 


SLOT STATUS 

50 

[G2l 

STATUS menu 


SNMP SETTINGS 

41 

|P12| 

SYSTEM CONFIGURATION menu 



51 

fH3l 

CONTROLLER menu 


STATUS 

49 

m 

STATUS menu 


SYSTEM CONFIGURATION 

39 

m 

SYSTEM CONFIGURATION menu 

T 

THOMA 

30 

E 

COLOR TEMP ADJ menu 

U 

UDT INSTRUMENTS 

30 

E 

COLOR TEMP ADJ menu 

Y 

YC 

37 

1 Cl 4 1 

INPUT CONFIGURATION menu 

1 

1 PIN... -8 PIN... 

41 

|D21| 

SYSTEM CONFIGURATION menu 


Menu Index 
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The material contained in this manual consists of information 
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for use by the purchasers of the equipment described in this 
manual. 
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portion of this manual or the use thereof for any purpose other 
than the operation or maintenance of the equipment 
described in this manual without the express written 
permission of Sony Corporation. 
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